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Publicity Conference 





f 


Documentary Film 
Recommended 


A documentary film publicising Altona was the 
most important recommendation of a publicity advisory 
conference convened by. the Altona Shire Council and 


held last week at the Civic Hall. 


The approximate cost of $10,000 to 
$14,000 could be a shire charge, though 
this point was not clarified. 


Present at the conference were representatives 


of the following— 


INDUSTRY. — Petroleum Re- 
fineries of Australia, Mauri 
Bros. & Thomson, R. J. Gilbert- 
son Pty. Ltd., Australian Car- 
bon Black, Altona Bus Lines; 

LAND AND DEVELOPMENT 
AGENTS.—J. R. Buxton Pty. 
Ltd., L. C. Noordenne Pty. Ltd., 
G. Wimpey & Co. Pty. Ltd. 
Notla Estate, Slough’s Estat 
Broons Construction Pty. Ltd.; 

BANKS.—Commonwealth, Bank 
of New South Wales, National, 
State Savings Bank; 

ORGANISATIONS. —- Chamber 
of Commerce, Western Indus- 
tries Association, Apex, Rotary, 
Lions, Youth Club; 

FILM COMPANIES.—Southern 
Films Pty. Ltd., Crawford Pro- 
duetions Pty. Ltd. 

The conference was chaired 
by the principal of Altona North 
Technical School, Wr. W. R. 
Seamer. 

In an opening address Cr. 
W. Lee presented a vista of Al- 








tona’s prospects in the immedi- 
ate and not so distant future. 

With the development of the 
Truganina Explosives Reserve, 
Notla Estate and the old Laver- 
ton Estate, an area with a capa- 
city of 5000 houses and 20,000 
people will become available. 
New subdivisions in Altona North 
and the Noordenne Estate are 
also substantial. 

Cr. Lee pointed out that these 
potential homesites alone could 
double Altona’s population. 

He said the shire engineer ex- 
pects construction of all present 
private streets to be completed 
within 18 months and beautifica- 
tion of the Cherry Lake area 
would soon be commenced. 

All signs pointed to Altona’s 
development outstripping other 
municipalities commented Cr. 
Lee. 

He thought there were possi- 
bilities in producing an Altona 
documentary film {o sell Altona 
on television and in theatres. 

In the general discussion that 
followed, ways and means of at- 
tracting people to Altona and of 
making Altona a place where 
people would want to come and 
live were voiced. 

Mr, Murphy, representing Sir 
Bernard Evans, who has an in- 
terest in the Notla Estate, said 
Altona's progress was basically 
dependant on industry. Houses 
must and would follow. 

He was not supported by Mr. 
Nolan, of Slough Estates, who 
said houses first, factories next. 

Mr. Jenkins, of Buxton’s Es- 
tate Agency, said in effect: “Sell 
Altona.” 

There was definite concern 
over cost of the proposed film 
and how it would be met. 
These points were raised by 
Mr. Gilbertson, Mr. A. Tyrrell 
of the Chamber of Commetce, 
and Mr. H. Weaver representing 
Apex. 


Cr, Lee stated that three firms| 


would be asked: to submit ideas 








and possible costs in producing 
a film. 

He said the cost of the film 
which could not be produced be- 
fore next financial year would 
be partly borne by the council. 

Mr. Val Stewart, of Crawford 
Productions, made an extremely 
tentative estimate of $12,000- 
$14,000 for a 35mm colour film 
or $10,000-$12,000 for a lémm 
colour film. 

The film companies then out- 
lined the different style of docu- 
mentaries available. They could 
be made for theatres of televi- 
sion. 

Motions | 
were— 

“That this conference agrees 
to support in principle, and ad- 
vise the Altona Shire Council 
in its efforts to publicise Altona.” 

“We recommend that the usual 
forms of publicity be pursued 
by the council and that a docu- 
mentary be used as an endea- 


finally agreed to 


HJ] vour to present our publicity 
campaign.”” 
“That this meeting recom- 


mends that this film be an all- 
embracing documentary of 30 
minutes maximum.” 

“That the next meeting of this 
conference be convened to view 
the work of interested film com- 
panies that will be invited to 
offer their service, consider 
their quotes and make a recom- 
mendation to the council that a 
particular company be given the 
job of making this documentary 

im.” 


“ANGELS 
UNAWARES” 


“Angels Unawares,’’ the 
Passion Play being presen- 
ted next week at the 
P.R.A. (Refinery) Auditor 
jum is creating much in- 
terest among the people of 
Altona, 

The play is not a Bibli- 
eal type of passion play 
on medieval lines but a 
contempory presentation in 
line with modern trends. 

The presentation is be- 


ing supported by the com- 


bined churches of Altona. 

Performers will be main- 
Iy senior members of the 
Altona Drama Group under 
the direction of producer 
Sue Nette. 

Major reles are played 
by Ossie Nette, Margaret 
Barrow and Cheryl March. 
Cast in supporting roles are 
Reg Featherby, Les King 
and Richard Ross. 

Proceeds from the per- 
formance will go to the Al- 
tona District Hospital. 

Tickets at 50 cents each 
are available from Altona 
Toyland, 57 Pier Street, and 
from all churches. 








EASTER EDITION 
OF THE “STAR” 


The pre-Easter edition of 
the “Altona Star” will be 
published 


on Wednesday 
|morning of next week, 
March 22, 

To ensure insertion all 
copy and advertising mat- 
erial should be forwarded 
te the “Star” affices a day 
earlier. than usual. 





PREMIER OPENS 
HOECHST PLANT 


The Premier of Victoria, Sir 
Henry Bolte, visited the Altona 
Petrochemical Complex yester- 
day afternoon. 


He officially opened the new 
polyethylene plant of Hoechst 
Chemicals (Australia) Limited, 
which has been established in 
Kororoit Creek Road, Altona. 


On Tuesday, Mr. Wolfgang! 
Thies, a member of the German 
parent company, Farbwerke 
Hoechst AG, revealed the com- 
pany plans to exparid the capa- 
city of ‘the recently commis- 


‘sioned $10,000,000 Altona plant. 


Present capacity of 12,000 tons 
a year will eventually be raised 
to 18,000 tons. 


ANSWERS GIVEN 
ON CARBON BLACK 


Most of the Australian Carbon 
Black Plant was established 
prior to the 196 Clean Air Regu 
lations and therefore only a limi- 
ted amount of the plant designed 
and built after this date was ap- 
proved by the Commission of 
Public Health. 


This was the answer Cr. J. J. 
Ginifer, MP, received to a ques- 
tion he directed in parliament to 
the Minister of Health. 


The emission limit set down 
in the regulations would permit 
a discharge of 0.2 grains/normal 
cubic foot. 


Officers of the Clean Air Sec- 
tion have carefully examined 
complete relevant plans and the 
specifications of the approved 
units prior to issue of the Com- 
mission's approval. Engineering 
calculations indicate that an em- 
jssion level approximating one- 
tenth of the legal limit would 
result from the approved plant. 





HARRY KIM RETIRES FROM BENCH 





Flashing 
Lights at 
Last 


Work has commenced on the 
installation of flashing lights at 
the Pier Street level crossing 


and a signal system for Altona 
trains. 





| The signals being erected at 
both ends of Altona station will 
be controlled from Newport. 


Incoming trains will automati- 
cally start the flashing lights 
but on departure the lights will 
be manually operated. 


Emissions from the approved 
plant, i.e., the Purge filter, Pro- 
cess filter and the Air Heater 
total 762,000 cubic feet per hour 
of gascous material. 


oe 


Mr. Harry Kim has re- 
signed as a Magistrate. 

He announced his re- 
tirement at the Williams- 
town Court where he has 
served in this capacity 
for the last 12 years. 

In his long service Mr. 
Kim has acted on the 
bench at Footscray, Ballan 
and elsewhere. On one 
occasion he was in an 
official capacity at Russell 
Street. 

Mr, Kim of course still 
retains and values his title 
of Justice of the Peace. 

After Mr. Kim had an- 
nounced his retirement, 
fitting remarks were made 
by Mr. Keane, SM. He 
was supported by other 
Sitting J’sP, representa- 
tives of the legal profes- 
sion, ministers’ fraternal 
and others. 





Parliamentarians 
To Visit Altona 


Altona is to be visited by 
two of its parliamentary 
representatives next week. 

Both are coming to Al- 
tona for the purpose of dis- 

_ cussing problems with resi- 
dents of their electorates. 


@ Cr. ALEX KNIGHT. 
The Hon. Cr, Alex Knight, 


MLC, will be at the Home- 
stead, 128 Queen Street, Al- 
tona on Monday, March 29, 
from 2 till 5 p.m. 

Cr. Knight represents the 
Melbourne West Province 
in the Victorian Legislative 
Council and is a member 
of the Australian Labor 
Party. 


@ Mr. MERV LEE. 

Mr. Merv Lee, MHR, will 
also be at the Homestead, 
but he will attend on Tues- 
day, March 21, from 3 till 
6 pm. 

Mr. Lee was elected to 
the House of Representa- 
tives in the Federal elec- 
trate of Lalor last year. 
He is a member of the 
Liberal Party. 





STUDENTS CHEER 


Boys and girls from Altona High 
Werri 








School urge along a swimmer competing in the Inter-House § 
bee Swimming Pool Full results of both lecal high schools’ swimming sports are pu 


SWIMMERS 


rts held last week’ at the . 
lished on Page 9. 























Page Two. 


EDITORIAL 











AIR POLLUTION 


The proposal to form a special air pollu- 
tion committee is good. i 






Such a committee will have no execu- 
tive or direct legislative powers but its recom- 
mendations will have much effective weight. . 
Even if the committee becomes not more 
than a clearing house for complaints on air 
pollution it will have been worthwhile. We 
believe it will do far more. 









We believe also that the committee 
will be one of the two effective means of 
combating air pollution. The other is the 
personal report to council officers while the 
offence is occuring. Unfortunately by acci- 
dent or design many noxious effluents are 
nocturnal. 








Nothing in the suggested new commit- 
tee plan should do anything to make such 
reports less necessary. In fact they should 
become more important. 








As well, of course, the committee will 
have available records of the dust meters in 
various localities. The first notice of an in- 
sidious intrusion could come from here. 








The problem is not an easy one. Air 
pollution has many sources, some effects may 
originate outside the shire. 


There is no doubt, however, that Altona 
should do all it can to see its own house in 
order.’ : 







More than anything this is a problem 
that calls for co-operation, active co-opera- 
tion, between the council, citizens, science 
‘and industry. 











JUST RELEASED 
FIRST TIME IN AUSTRALIA 


NEW INSULATED CARAVAN 


SOLID ALL AROUND. NO WOODEN FRAME TO 
CARRY THE HEAT 
INSULATED WITH THE NEW THERMALITE 


.CAN BE SEEN AT— 


CIRCLE CARAVANS 


93 McINTOSH ROAD 


from Saturday afternoon to Monday evening. 
| Next week it will be on display at the ‘New 
“World Supermarket on the following days— 
TUESDAY at Sunshine and Maidstone. 
WEDNESDAY at.Broadmeadows and Glenroy. 
THURSDAY at Pascoe Vale and Essendon. 
FRIDAY AND SATURDAY at Belmont. 
The followng week it will be on display at 
Mildura and Albury. } 


DRIVE WELL 
DRIVING SCHOOL 


314-6204 314-7355 
A registered driving school with 
police tested and licensed 
instructors. 




















Bookings af all Hours. 
DON NANCARROW, Proprietor. 





Altona Central — 


Receptions 


Have your functions ir luxurious air-conditioned reception rooms. Entertainment 6 nights a 
week. Late supper shows Friday and Saturday, $1 head. Specialising daily in businessmen’s 
lunch, counter lunch and counter teas, served in lounge. 


ALTONA CENTRAL HOTEL: 
and McARTHURS ROADS, ALTONA NORTH. 


‘Corner MILLERS 


Telephone: 391-3555. 





THE ALTONA STAR 


Soccer|Teams 
in Cup Finals 


After two hard fought weekends of 
soccer, Altona’s three entries in the com- 
petition are still going strong and each 
have. the chance of winning medals, plus 


the coveted trophies. 


Altona played Albion Rovers and here was a 
spine tingling game full of incidents. 


From the kick-off the Maroons 
swung into attack and the Al- 
bion boys had to be on their 
toes to stop the locals from 
scoring. Barry Stevens put in 
a drive which missed. Stan 
Kovacs hit the post with a well 
placed lob. The same player 
crossed a beauty and in raced 
“Professor” Wilkie, but his shot 
went outside the post, 


Steve Herman was next to 
miss. He blazed in a good shot, 
but the Albion goalkeeper turned 
it round the post in great style 
and just when it looked like one 
of those days when Altona could 
not score, up bobbed Billy Coles, 
racing in from the wing, he 
fastened on to a pass from 
Wilkie and wham!—the Maroons 
were one up. 

Albion were coming more in- 
to the game. Stuart Parry in at 
left back was defending well. 
Mario Greceo was a rock at 
centre half and ably backed up 
by Graig Copley, they were well 
and truly on top ‘so much so 
that Milloy and Bolish, the half 
backs, were able to move up- 
field in support of their for- 
wards, but the half time whistle 
went without any further score. 

The second half was good, with 
Albion putting on the pressure, 
but Zammit rose to great 
heights with two great saves. 

As if to say “thank-you,” away 
raced Coles. Cutting in he 
passed to Barry Stevens and 
with a flick of his right foot 
there was the ball lying snugly 
in the back of the net and Al- 
tona was two up. = 

Albion went flat out. Time af- 
ter time they attacked, but 
Copley and Perry were unpass- 
able. Grecco had the middle 
under control and his scissor 
kick in mid-air brought the 
“house down.” Eventually Al- 
bion scored a well deserved goal. 
Jim Bolish started to take com- 
mand for-Altona. A 40-yard pass 
found Stevens on the wing. He 
cut in and bang! It was 3-1. 

The Albion players were now 
rattled. Herman opened up to 
Wilkie and crash! It was 4-1. 

Two minutes from time Her- 
man scored to make it 5-1, Al- 
bion played better than the 5-1 
score suggests. 

Altona now go into the final 
next Saturday where they play 
Sunshine City. 


UNDER 14 


Again the little people pulled 
it off against ‘‘giants.” With 
superior play and courage they 
won their way through to the 
final. 

A crowd turned up to see this 
game and for sure they vill be 
back on Saturday to see Altona 
play JUST. . 


-PERCY’S DRIVING SCHOOL 


rr 


Church Notices 


BAPTIST 


Sargood Street, Altona. 


Cordially welcomes you to 
all meetings, 
Services: 
Pm, 

Communion: First Sunday 
morning and Third Sunday 
evening, 



























tl am, and 7 


711,30 am.: Junior Chris- 
tian Endeavour, 
2,30 p.m.: Intermediate 


Christian Endeavour, 

7 p.m,: Evening Service, 
Minister—Pastor R, J, a 
nolds, 62 Blyth Street, Altona. 

Telephone: 65.8829, 


Ardeer underestimated the 
diminutive Maroons. Hughes 
and Collins showed them how 
to play and Garry Reardon gave 
them a lesson goal scoring. 

Their team mates followed the 
example and it was exit Ardeer 
to the tune of 5-1. 


UNDER 12 

In the Under 12’s Altona de- 
feated Newport. They now play 
Sunshine in Saturday’s final. 

SATURDAY'’S MATCHES 
UNDER 12 (Noordenne Cup) 

11.30 a.m.: Altona v. Sunshine. 
UNDER 14 (Peter Alvin Cup) 

1.30 p.m.: Altona v. JUST. 

SENIORS (Noordenne Cup) 

3.36 p.m.: Altona v. Sunshine. 





CATHOLIC 
St. Mary’s 
Railway Street, Altona. 


Masses, 
Sundays: 7.30, 9 and 10,30 
4m, 
Holy Days: 7, 8 am.and6 


Pm, 
First Fridays: 7 a,m, and 
6 p.m, 
Week Days: 7 a.m, 
Saturdays: 8 a.m, 
Confessions, 
Saturdays: 10 am, and 7 
P.m, : 
Eve of Holy .Days: 7 p.m. 
Eve of First Fridays: 7 p.m, 
First Friday (Maltese): 4 
and 530 pm, . 


Rev, Father J, Nooney, P.P. 
Rev, Father M, Kelleher, 
Father V, Rubeo, 

\ St. Mary’s Presbytery, Rail- 
way Street, Altona, Telephone 

65-8964, 

St. Joseph's Convent, Sar- 
good Street, Altona, Telephone 
65-8686, 





Altona Tennis Club 


Teams and News 


SENIOR SEMI-FINALS 

A Reserve I v. Kingsville, 
at Maidstone— 

M. Kelly, J. Kelly and R. 
Turner. P. Trickey, O. Kelly 
and B. Angus. . (Emergencies: 
S. Adcock and R. Walker.) 

A_ Reserve IL v. Rosamond, 
at Footscray— 

G. Turner, I. Harrington and 
J. Trickey, S. Adcock, L, Hut- 
ton and G. Cronin. (J, Bourse 
and A, Angus.) 

B Special v. Power Street, 
at AGM— . 

B. Mellington, R, Walker and 
R. Newgreen. J. Bourke, G. 
Thomas and J. Spackman. (S. 
Rose and A. Angus.) 

B IH v. Diggers, at Kings- 
ville— 

G. Russell, D. White and A. 
Pimpini. §. Rose, S. Morrow 
and J. Hill. (G. Harrington, M. P 
Orchard, J. Trickey and G. Find- 
lay.) 

JUNIOR SEMI-FINALS 
» 1 Boys v. Liston at Al- 





\ 
Queen of Peace 
Laverton. 


* Masses, 
Sundays: 7,30, 9,30 a.m, and 

5 p.m, . 
Holy Days: 8 a.m. and 6.15 


mm, 
First Fridays: 6.15 p.m, 
‘Week Days: Thursdays, 11 
am, Saturdays, 3'a.m, 

* Confessions, 





tona. 
; Eve of Holy Days: 7 p.m, 

Kinvevite v. Maidstone, at)  Fye of First Fridays: 7 p.m, 
No. 3 Boys v. Liston-Esplanade, aes: 10 am, and 7 
at Spotswood. p.m, 

No. 1 Girls v. Sunshine-VRI, 
at Kingsville. 

No. 2 Girls v. Liston-Esplanade } - 
at Liston-Esplanade. St. Leo’s 


No. 3 Girls v. Rosamond, at 
Corner Mason Street and 


Practice for all junior teams Fourth Avenue, Altona 


is held on Friday from 4 till 6 


pm, North, 
a “9, 10 and 
Sundays: 7,30, 9, an 
CLOTHES FOUND |, Sun” 
A case of women’s clothing was Confessions, 


Picked up in Civie Parade on 
Wednesday evening of last week. 
It had evidently fallen off a car 
using the road. 

The case .has been handed in 
at the Altona police station and 
the owner may collect it from 
there. 


Saturdays: 
).m, 

Rev, Father J, Kierce, St, 
Leo‘’s Presbytery, 315 Mason 
Street, Altona North, 391-3219. 


10 am, and 7 





~ CHURCH OF 
ENGLAND . 








AUTOMATIC and STARDARD CARS— 
~ Floor or Steering Column Gear Change. 


Patient and Courteous Female and Male 
Instructors. BOOK NOW AT— 


27 ROSE STREET, or 
3 VERDON ST., WILLIAMSTOWN. 


Telephone: 65-8710; After Hours: 65-7244, 
. . 





ws 
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COPY DEADLINE 
FOR “STAR” 


To ensure publicetion, 
copy for insertion in the 
“Altona Star” must be re- 
ceived not later than 5 
p.m. each Monday. 

Copy received later wiil 
be published as cireum- 
stences permit. 

Display advertising will 
be received up to 5 p.m. 
Tuesdays ond classified 
advertisements up to noon 
on Wednesdays. 


@ WEDDING RECEPTIONS 
@ FASHION PARADES 
@® TRADE DISPLAYS 
@ CLUB FUNCTIONS 


' St. Eanswythe’s 


Queen Street, Altona. 
VICAR—The Rev. John Lawley, 
The Vicarage, 7 Bent Street, Al- 

_ tona. Telephone: . 398-1005. 


Sunday Services. 
8 a.m.: Holy Communion. 
9.30 am.: Holy Communion 
(first, third and fifth Sundays). 
Matins (second and fourth Sun- 
days). | 
? p.m: Evensong. 
Sunday School. 
Sundays at 9.30 a.m. 





St. Clement's 


Goble Street, Laverton. 


Sunday Worship: 
Parish Eucharist. 

First Sunday in the month: 
Family Service. 


VICAR—Rev. Eric Weber, 


am, 


St. 


Ieee. Thomas’ Church, Werribee. 


Thursday, March 16, 1967. 


ao 
CHURCH OF 
ENGLAND 


St. Luke’s 


Cnr. Blackshaws and Mil- 
lers Roads, Altona North. 


Holy Eucharist. 

Sunday, 9.30 a.m. 

Tuesday, 7.30 p.m. 

Wednesday, 10 a.m. 

Evensong Sunday, 7 p.m. 

Sunday School (primary): 11 
a.m. 

Junior Group 
Tuesdays, 4.15 p.m. 
VICAR—The Rev. D, Townsend, 
300 Blackshaws Road, Altona 

North. Telephone 391-3096. 


(secondary), 





MARTIN LUTHER 
CONGREGATION 


MELBOURNE 
25 The Broadway, Altona. 


Welcomes you to Services 
every second and fourth Sun. 
day of the month at 10 am, 


MINISTER—Pastor H, Blasius 
Telephone 391-2609, 





METHODIST 


Seves Street, Altona, 
. Sunday, 
Sunday School: 9.45 a.m. 
it am. and 7 pm.: Divine 
Worship, 


Cnr. Marion Street and 
Sixth Avenue, Altona 
_ North. 


Sunday. 

li a.m.: Divine Worship. 
MINISTER—Rev. John C. Adam- 
thwaite, 109 Queen Street, Al- 

tona. Telephone: 398-1765, 


Goble Street, Laverton. 
(Held in Church of England 
Hall, Goble Street, Laverton.) 
3 p.m.: Divine Worship. 
MINISTER—Rev. A, D. Me- 


Gregor, 61 Synott Street, Werri- 
bee. Telephone: Werribee 116. 


PRESBYTERIAN 
241 Civic Parade, Altona. 


Sunday Services. 

9.15 a.m.: Young Church (for 
all members of the Sunday 
School and their parents). 

10.30 a.m.: Divine Worship, 

11.30 a.m.: Senior Youth Chris- 
tian Education Group. 

7 p.m.: Adult Christian Edu- 
cation and Intercessory Prayer 





Group, ; 
-MINISTER—Rev. John Haysey, 


The Manse, 9 Lindwood Avenue, 
Altona. Telephone: 398-1591. 


9 Paringa Road, Altona 
North, | 
Sunday, 

11 a.m,: Worship Service, 


League of Young Worship. 
Perry share in the Worship 


‘from 11 to 12.8C a.m 


MINISTER—Mr, W, A‘Drain, | 
The Manse, 11 Paringa Road, | 
Altona North, Telephone 
314.5179, 


SALVATION ARMY — 


Queen Street, Altona. 
Civic Parade, Altona. 


Sunday. 

8.30 a.m.: Prayer Meeting. 

9.30 am.: Sunday School— | 
Combined Sunday School at the | 
Queen Street Hall (Primary and 
Junior). 





il am.: Holiness Meeting, 
Queen - Street Hall. 
? p.m.: Salvation Meeting, 
Queen Street Hall. 
Tuesday. 
2 pm.: Bible Study Class. 
Wednesday. 
3.30 p.m.: Children’s 
(Civic Parade Hall). 
Thursday. 
2p.m.: Women’s Home League. 
Captain Ada E. Warhurst, tele- 
phone 398-1750. 


Club 














Thursday, March 16, °1967.: 



























The good tone and governing 
of the school depends on the 
lead given by prefects said Cr. 
J. J. Ginifer, MP, at the inves- 
titure of prefects at Altona High 
School last week. - 


He said by their behaviour, 
assistance, guidance and example 
they would give the lead to the 
rest of the school. 


At a special assembly of stu- 
dents attended by parents and 
friends Cr. Ginifer presented 
the prefects with their badges. 


Guests were welcomed by the 
head master, Mr. L. L. Treacey. 


The prefects are Karen Beitins 


(girls’ head prefect), Heather 
Bond, Elvi Heskanen, Dianne 
Leathers, Gabriel Meissner, 


Noela Patterson, Gwen Sanders, 
Alison Scherman, Terry Smith, 
Rosemary Stanyer, Peter Daw- 
son (boys’ head prefect), Peter 
Fairway, Trevor Findlay, Jeremy 
Hunter, Victor Patteras, Michael 
Rayner and Richard Zapart. 

Se 


Presbyterian 
Thanksgiving 


In the Altena Presbyterian 
Church next Sunday at both 
morning services special Thanks- 
giving Services will be held. 

This is to mark the beginning 
of the next phase of Steward- 
ship following on the recent ex- 
tensive visitation program and 
also to announce the results of 
the venture. 

Harvest Thanksgiving will also 
be remembered and all members 
are asked to bring gifts of pro- 
duce, ete. either pacakaged, 
tinned or fresh, which will be 
despatched to our childrens’ 
homes where the need is des- 
perate. 

Times for the Easter Ser- 
vices are as follows— 

Monday to Wednesday, March 
20 to 22: 7 a.m.; 

Thursday, March 23: 7.30 p.m., 
Special Communion; 

Good Friday: 9.30 a.m.; 7 p.m., 
Combined Service; and 

Easter Day: 9.30 a.m. 


ALTONA SQUASH 
CLUB NEWS 


The women’s A grade team 
had a close match against Bal- 
wyn last week with Fay Jeffrey 
having a good win against the 
Balwyn number one player. 

Next Tuesday number 2 (men) 
and A (women) play home. 

There will be no squash on 
Easter Sunday. The car trial 
will be held on Sunday, April 
9. Full details available from 
the club. 


BIRTH 


BLEAKLEY (Yates). -~ Sylvia 
and Peter proudly announce the 
safe arrival of Russel at Wil- 
liamstown District Hospital on 
Tuesday, March 14. A _Iittle 
brother for Mark. 





these pages. Phone 


DRAMA GROUP 
ACTIVITIES 


While some members are busy 
rehearsing the passion play 
“Angels Unawares” which is 
scheduled for performance at 
the P.R.A. anditorium next 
Wednesday, March 22, others are 
working on the group’s first 3 
Act play, “White Sheep of the 
Family.” 






















This play is a comedy and 
producer is Vice-President of the 
Drama Group, Jack McGuckian. 
It will be staged in Altona com- 
mencing April 22. 





Recently members went to see 
“Caesar's Friend” at Geelong 
and yesterday some saw Wil- 
liamstown Little Theatre's pro- 
duction “The Little Hut.” 


Those members not rehearsing 
for’ productions are kept busy 
in the workshop under Gwladys 
Winfield and they have studied 
make-up. voice production and 
stagecraft. 








The workshop operates each 
Monday night at the Civic Hall 
at 8-00 p.m. and new members 
are welcome. 


Buffet Tea For 21st 
Birthday 


A buffet tea for 50 relatives 
and friends was given on Sunday 
of last week by Mr. and Mrs. 
Peter Henstridge, of Davies St., 
Altona, to celebrate the 2lst 
birthday of their only son Garry. 


On the Saturday night close 
relatives also attended a cele- 
bration dinner party at the 
Federal Hotel. 


Archdeacon At . 
St. Luke's 


The Venerable Robert Dann, 
Archdeacan of Essendon, and 
Director of Evangelism and Ex- 
tension, will preach at St. Luke's 
Altona North at 9.30 a.m. on 








Sunday, and take part in the 
Palm Sunday celebration. 


The Archdeacon, who is also 
chairman of the Department of 
Christian Education, and a Can- 
on of St. Paul's Cathedral, is 
well known to many people in 
Altona North, as it was largely 
through his efforts that the An- 
glican Church began its work 
there. > 


Holy Week will be observed 
at St. Luke’s with celebrations 
of the Eucharist on Tuesday at 
7.30 p.m., Wednesday at 10 a.m., 
Thursday 7.30. p.m., Good Fri- 
day Children’s Service at 10 a.m. 
and the Liturgy at 11 a.m. 

On Easter Day there will be 
Holy Communion at 8 and 9.30 
am. 
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She Social Whirl 


If you have any news of a birthday, engagement, 
wedding, or social event, it can be included in 


65-8277—there is no 


charge. 


Altona Camera Club 
Winners 


For his print of the “Shire 
Office by Night,” Bill Gunn of 
25 Blyth Street, Altona scooped 
first prize in the Shire sponsored 
competition for a scene of Al- 
tona. The prints, the work of 
Club members have been on dis- 
play in the Queen Street Li- 
brary for the past month. 







Judges of the. display on Fri- 
day, March 10 were Councillors 
Lee and Fisher. Bills prize is 
an engraved Silver Salver, and 
is his first photographic prize 
which is not surprising since 
he only took up the hobby six 
months ago when he joined the 
club. 


Second prize was taken by 
secretary Ray Clarke, of 15 
Sussex Street, Seaholme, and 
third prize went to Bob Hawkins 
of 15 Jennings Street, Laverton. 





Certificates of Merit were a- 


warded to Messrs. J. Merrills, 
R. Clarke, _R. Hawkins and 
to ensure the lady members 
have as much chance Miss E. 
Gunn was up there among the 
Certificate winners with her 
print of Altona Station. 


The club wish to place on rec- 
ord its thanks to the Shire Coun- 
cil for its support towards this 
competition for both the dona- 
tion of the prizes and its in- 
terest in a fast up and coming 
community organisation. 


Thanks also are due to Mr. L. 
James of the Library for his 
behind the scenes efforts to 
making the display public. 


To members of the public 
with a camera, but who feel 
they are outright beginners we 
extend an invitation to join the 
club and develop their photo- 
graphic talents, with an oppor- 
tunity to take part in competi- 
tions similar to the above. 


Official presentations of prizes 
and certificates will be made by 
the Council on Monday, March 
20, at the Shire Offices. 


A discussion and talk on Close- 
up Photography, under the guid- 
ance of President Jim Merrills, 


jwas held on Friday, March 10 


which we believe will lead to 
some spectacular close-up work 
appearing at future club nights. 


A further aspect of the hobby 
was put into practice on Wednes- 
day, March 7 when an li- 
tion of members went into the 
city to photograph the city by 
night. 


The next Club Meeting sched- 
uled for Friday, March 31, at 
7-15 p.m. will be an illustrated 
talk on the why and wherefores 
of “Wedding Photography” to 
be given by Bob Hawkins. 
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Altona North 
Card Evening 


The Altona North State School 
Mother’s Club will conduct “2 
card evening at the school, next 
Tuesday, March 21, commencing 
at 7-45 p.m. 


Admission charge is 40 cents, 
supper will be provided and all 
are welcome. 


ELDERLY CITIZENS 
DANCE SATURDAY 


The usual monthly dance at 
the Altona Elderly Citizens Club 
will be held next Saturday, 
March 18, commencing at 8 p.m. 

Supper will be provided. 


_ Special Show At 
Salvation Army Hall 


The Moonee Ponds Band and 
Songsters Brigade will be giving 
a special programme this Satur- 
day night, March 18, commenc- 
ing at 8 p.m. in the Salvation 
Army Hall, Queen Street, Al- 
tona. 

Officer-in-Charge is Major 
Rowland Hill and the evening is 
in aid of Harvest Thanksgiving. 

All residents are welcome. 


YOUR WEDDING PHOTOGRAPHER 











Write for our exclusive wedding procedure 


booklet posted free of charge on request. 


80 FERGUSON ST., WILLIAMSTOWN. 
Telephone: 65-6017. 


TY. 


REPAIR SERVICE 
34 BENT STREET, ALTONA. 


Telephone 65-8780. 


BARRY SUTTON ! 


MILK FOR INDIA 
APPEAL 





For some time now, many of 
the customers of Les. Russell, 
butcher in Pier Street, have 
been contributing on a weekly 
basis to the Milk for India Ap- 
peal either in cash or tins of 
milk. ~ m 
“Late last year $69 was sent 
to the Appeal office from this 
source and today another $91 
has been sent. 

Such worthy efforts deserve 
the commendation of our com- 
munity and in order that the 
venture may be maintained I 
strongly urge you to support it 
and thus give the vital CON- 
TINUED assistance which is so 
urgently needed still today. 

(Rev.) JOHN HAYSEY. @. 


STOP! COMPARE 


OUR RANGE OF STOCK AND SERVICE 



















SOLE AGENTS IN ALTONA FOR 
REVLON, CYCLAX, COTY, TWEED, DOROTHY GRAY, 
BRONNLEY, STEINER, TUSSY, TABAC, ONYX, TOP 
BRASS, KIDDICRAFT, in addition to other ton brands 
including MAX FACTOR, YARDLEY, OLD SPICE, CEDAR- 
WOOD, ETC. 


FULLY TRAINED COSMETICIANS 











FIRST IN PHOTOGRAPHY 


ONE OF THE LARGEST STOCKS IN THE WESTERN SUBURBS 
TRADE-INS —— LAY-BY —— TERMS 


POLAROID — RAPID — INSTAMATIC —- MOVIES — 35 m.m. — TAPE 
RECORDERS — PROJECTORS — FILM — LIGHT METERS — RECORD- 
ING TAPE — COLOUR PRINT SERVICE. 


FRIENDLY ADVICE. 


lan Herbert 


YOUR AMCAL CHEMIST — 76 PIER STREET, ALTONA. 
FREE-DELIVERY, PRESCRIPTIONS, ETC. PHONE 65-8830. 
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; ROBERT’S NURSERIES 3 
z 
447 Douglas Parade, Williamstown. Phone 65-5066: 
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= SEMI-ADVANCED AND WELL ESTABLISHED : 
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‘WEIGHT’S PTY. LTD. 


Funeral Directors _ 
89-91 FERGUSON STREET, W’TOWN. 
Phone Day or Night: 65-6025. 


(Late E, W. Jackson & Son.) 
FOR FUNERAL SERVICE WITH DIGNITY 
AND SINCERITY, AVAILABLE ANYWHERE. 
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PLUMBER 


(Licensed M.M.B.W.) 


SEWERAGE 
SEPTIC TANKS 
GENERAL PLUMBING 
HOT AND COLD WATER INSTALLATION 


Bruce Jobling 


76 MAIDSTONE STREET, ALTONA. 
398-1280. PHONE 398-1280. 








BRIQUETTE 
H.W.S. 


. COMPLETELY 
INSTALLED 


BATH, SHOWER, HANDBASIN, 
LAUNDRY AND KITCHEN, 
FROM JUST 


$260 


10% DEPOSIT. EASY MONTHLY 
REPAYMENTS. FOR QUOTATION 
WITHOUT OBLIGATION— 


314.9598 


‘tHome Watts Store 


238 SGMERVILLE ROAD, WEST FOOTSCRAY 
DAILY DELIVERY SERVICE 


314-9597 
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CANBERRA DIARY 


I must say | have had an extremely 
busy week. As | am not yet quite clear of 


Monday morning on 


‘my business commitments, | had to spend 


this activity. 


In the afternoon | attended to some electoral 
correspondence, and then off to a meeting at Glen- 


roy at night. 


TUESDAY, FEBRUARY 28 


More work at the office at 
Oak Park. In the afternoon I 
had arranged to take delivery 


of the last of six crane-shovels |’ 


at Campbellfield on behalf of 
the Minister for the Army; ihen 
an interview at the office and 
a call at Niddrie concerning 
aircraft noise before ‘catching 
the plane to Canberra for the 
evening session of Parliament. 


WEDNESDAY, MARCH 1 


Attended to mail’ which had 
accumulated in Canberra. In 
the afternoon in response to in- 
terest shown by Mr. Julian 
Doyle and others, I asked the 
Post Master General a question 
concerning an Automatic Tele- 
phone Service for Werribee. I 


}was able to find out that a new 


building would be erected for 
an automatic exchange in about 
two years time~after the erect- 
ion of the new Post Office. 


During the dinner break IT 
attended a meeting of the Gov- 
ernment Committee on National 
Development. We discussed the 
Committee’s role in the business 
of the new Parliament. I then 


‘viewed a short film of the dev- 


astation caused by the recent 
disastrous fires in Tasmania. 
What a frightful experience 
these people have been through. 


During the evening the House 
debated proposals for a refer- 
‘endum concerning electroral re- 
form and the social conditions 
of Aborigines. Interesting spee- 
ches followed by the Prime 
Minister, the Leader of the 
Oposition and Mr. Anthony, the 
Minister for the Interior. The 
house sat until almost midnight 
so it was a very full day. 


THURSDAY, MARCH 2 


Many new members were to 
make their maiden speeches on 
this day. Don Jessop, the new 
Member for Grey in South Aus- 
tralia was first and gave mem- 
bers an excellent description of 
his electorate which covers a- 
bout 80% of the whole area of 
Flinders ranges and the Woom- 
era Rocket Range. 


This evening members and 
officials gathered for an infor- 
mal buffet dinner in honour of 


H.R.H. the Duke of Edinburgh. | 


Whilst speaking with the Mem- 
ber for Corangamite, Mr. Tony 
Street, the Prime Minister called 
us over to meet the Duke, I 
didn’t envy the Prime Minist- 
ter’s job of remembering the 
names of most of the people in 
this large room. 


Till next week, 
MERV LEE. 


S.S.B. BURSARY 
AWARDS 


Christopher Snowling of Altona 
was among a large list of bur- 
sary .awards .announced .last 
week by The State Savings Bank 
of Victoria. 


Christopher, a pupil at Altona 
High School was awarded an 
extension of an existing bursary. 


Bursaries, worth a total of 
$12,000, were awarded to over 
130 students. 


The awards were announced by 
the Chairman of the Board of 
Trustees, Mr. W. L. Moss, a 
Commissioner of the State Sav- 
ings Bank. 


Other members of the Board 
were Mr. F. H. Brooks, the 
Director of Education and Emer- 
itus Professor G. 5S, Browne, 
former Professor of Education 
at Melbourne University. 


In addition to the bursaries to 
school children, the Bank as- 
sisted student teachers at both 
state and private training col- 
leges by providing annual grants 
for either equipment or for 
bursaries. 








Altona Cub 
Pack 


Due to general re-organising 
of the 3rd Altona Cub Pack for 
1967, it has been decided to re- 
vise the waiting list which has 
been closed for some time. 


Change of address and loss of 
interest after a long wait have 
caused Scouters unnecessary 
work on moré than one occasion. 

It is felt, therefore, that if 
the list is re-opened, boys who 
are still genuinely interested can 
take advantage of relisting their 
names together with” lads who 
have made inquiries since the, 
list has been closed. 

Parents, mail your boy's name, 
address and age to Mrs. T. 
Chapman, 257 Blackshaws Rd., 
Altona North, who will then ad- 
vise you further regarding the 
waiting period involved. 

On Saturday, March 11, there 
will be a mystery hike. Cubs 
are requested to meet at the 
Newport station between 11.30 
and 11.45 a.m._ Don’t forget to 
bring along a Cut lunch, 


ADVENTURE FOR 
‘BOYS 


The 15th Melbourne Boys’ Bri- 
gade recommenced activities a 
fortnight ago when over 30 uni- 
formed members attended the 
ne Parade at the Baptist 


Activities for this year include 
wayfaring, camping, gymnasium, 
home mechanics, first-aid, art, 
photography, arts and crafts, 
band practice and drill. ‘3 

The home mechanics squad is 
building its own slot car track 
while the wayfarers are plann- 
ing hikes and camps, 

Saturday outings for the photo 
graphy-art groups include trips 
to the RAAF Base, Zoo, museum. 
and Port Melbourne Pier. 

The Boys’ Brigade operates 
every Friday night in the Bap- 
‘tist Hall at 7.15 p.m. 





Altona Youth 
Club 


Basketball has resumed on 
Wednesdays, commencing at 8.30 
P.m. at the Altona Youth Club 
Hall in Civic Parade. 


Senior boys and girls com- 
mence on a competitive basis 
from this week. 

It is hoped to have ihe out- 
side court fenced and equipped 
for night play in the near future, 
“Weight training nas been in- 
troduced at the club under a 
competant instructor, Mr. Bert 
Burgess. 





Bulldog = Skindiving 
~ Club 


Recently the club held on 


aggregate at Portsea where 
conditions for spearing were | 16 
not good. 


A fast current was running 
and the fish were scarce for 
everyone except Terry Wilson 
who speared 5 Butter-fish up to 
5% Ib. each, a Blue Parrot 
fish, Moonlighter, and a Red 
Mullet. 


The pairs and teams events 
were also held, the outcome of 
which will be known next meet- 
ing. 

Rod Caswell a new member 
on the boat dive speared a 9 Ib. 
Butter fish which won him a 
trip to King Island, the competi- 
tion being run by Hartleys 
Sports Stores. 

Any ‘person wishing to join 
the club should contact George 
Gardiner,40 Dudley Street Foots- 
cray. Phone: 68-3949. 
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Scouts and 
Guides 


Results of the Scouts and 
Guides Swiming Carnival held 
on Friday, March 3, at Foots- 
cray Baths are as follows— 


SCOUTS 
Ist: 2nd Newport, 40 points; 
2nd: 1st Werribee, 34; 3rd 5th 
Footscray, 29. 


SECTION WINNERS 
CUBS, 3rd“ Williamstown; 
SCOUTS, Ist Werribee; SEN- 
IORS, Ist Werribee; OPEN, 
2nd Newport. 


EVENT WINNERS 
CUBS 
Under 9 Years.—25 Yards, A. 
Nash; U.10.—25Y., M. Jackson; 
U.L.—25Y, N. Gudkoys; U.10 Re- 
lay, 9th Footscray; U.11 Relay, 
1st Werribee, 


SCOUTS _ 

U.12 55¥., C. Poppins; U.13 
55Y, C. Davenport; U.12 55Y, 
N. Bisby; U.15 55Y, G.. Hart- 
mann; U.13 Relay, 10th Foot- 
scray; U.15 Breaststroke, I. 
Duddy; U.15 Relay, 4th Foot 
scray. 


SENIORS 
U.16 55Y, B. Wilkinson; U.17 
5sY, D. Sutton; U.18 Relay, 2nd 
Newport; U.17 Breaststroke, B. 
Ferguson; U.16 HOY, R. Sher- 
man; U.18 110Y, J. Sloan. 


OPEN 
55Y, C. Prescott; Backstroke, 
R. Constable; 110Y, B. Henry; 
Relay, 2nd Newport. 


. GUIDES 
ist, ist Werribee: 2nd, 2nd 
Werribee; 3rd, 3rd Yarraville 
and ist Footscray. 


EVENT WINNERS 
GUIDES 

U.12 25Y, K. Simmonds; U.14 
Relay, 3rd Yarraville; U.13 25Y, 
J. McKee; U.14 55Y, C. Brown; 
U.15 55Y, S. MeKee; Open Re- 
lay, 2nd Werribee; Open 110Y, 
S. Mayne. 





Seaholme Primary 
School 


Seaholme Primary School head 
teacher, Mr. G. Howard; has 
forwarded a cheque for $28.89 
from the students social services 
fund to the Tasmanian Bush Fire 
Relief Fund. 

Included in that total were 
the proceeds of a stall organised 
last Friday by Grade VI. girls 
and a concert held at the house 
of Kerryne Maussared, of Grade 


Via. 
CRICKET 

On February 24, Werribee 
visited Seaholme and were de- 
feated by the home team. Wer- 
ribee batted first and were dis- 
missed for 46 as a result of 
good bowling by T. Paone (4/26) 
and W. Backhouse (5/16), backed 
up by great wicketkeeping by 
G. Crofts. 

Seaholme replied with 5/69 with 
some strong batting by T. Paone 
(20), N. Little (16 n.o.) and 
Graeme Crofts, a hard hitting 
16 n.0. 

On March 3, Seaholme met 
their old rivals, Altona, who 
batted first and hit up a fine 
6/71, led by Peter Mildenhall, 
32 not out. Seaholme's wicket 
takers being N, Little 3/14, T. 
Paone 2/27 and W. Backhouse 
1/13. 

Seaholme replied with a great 
5/97, led by captain Tony Paone 
64 not out, Graeme Crofts 11 
and Greg Clark, (9 n.0.). 

Tony Paone played a great in 
nings and broke the hearts of 
the Altona bowlers, of whom 
B. Coburn 2/21 and G, Hard- 
ham 2/3¢ had best figures. 


2nds CRICKET 
Seaholme defeated Werribee 
121 to $5 and best batsmen for 
Seaholme. were Michael Myers 
30, P. Acorn 19 and P. Cotter 


Best in bowling for Seaholme 
G. Mayberry and C, 


SOFTBALL 

Seaholme defeated Altona 32- 
20 in ideal conditions at Grant 
Reserve. Seaholme’s fielding 
showed the benefit of their many 
practice sessions. They backed 
up the player going for the ball 
and threw accurately. 

Best for Seaholme were Le- 
anne Saunders, who batted and 
fielded at her best, and Elwyn 
Webb, playing at first base and 
pitching after half time. 

Seaholme had an easy win 
over Altona, the scores being 
2nds SOFTBALL 


were 
Hewit. 


44-10. 

Best for Seaholme were Leone 
Rowé, Kay Jepsen, Lynette Bal- 
mer and Lynne Faichney. 


KOORINGAL GOLF 


Results of the competition 
played at Kooringal Golf Club 
on Saturday, March 4, are as 
follows— 


MONTHLY MEDAL was won 
by Alan Browning. 

A GRADE: W. Miles (9), 73 
net. 

B GRADE: N. McLeod (16), 
66 net. 

C GRADE: A. Browning (21), 
65 net. 


ASSOCIATES 


Results of the Kooringal As- 
sociates matches played on 
March 7 are as follows— 


: NINE OUT 

A GRADE: Mrs. F. Rodger 
(21), 3042 net. 

B GRADE: Mrs. D. Ward (30), 
28 net. 

PUTTING: Mrs. M. Rich, 15 
putts, on a countback from Mrs. 
A. Speak. 


NINE IN 
A GRADE: Mrs. 
hope (24), 33 net. 
B GRADE; Mrs. N. Page (31), 
28% net. 
PUTTING: Mrs. C, Kennedy, 
13 putts. 


R. Bright- 


Resolution of School 
Organisations 


The following resolution was 
carried by, the Executive Com- 
mittee of the Victorian Council 
of School Organisations on Feb- 
ruary 20, 1967— 

“That this Executive Commis- 
tee of VICCSO congratulates the 
Sebastopol Borough Council on 
the positive action taken to pro- 
vide adequate adult supervision 
of children _using school cress- 
ings. 

“We deplore the reported slate- 
ment of the Chairman of the 
Traffic Commission, Mr. J. D. 
Thorpe (‘‘Sun,”’ 17/2/67), that 
employment of adult supervisors 
of children’s crossings ‘would 
not be worth the effort as there 
are only about 10 or 12 accidents 
a year on school crossings in 
Victorian and there are about 
1400 crossings’. 

“We emphatically reject any 
suggestion that the lives and 
welfare of school children can 
be measured in terms of money 
and call on the Traffic Commis- 
sion to again review the present 
unsatisfactory conditions under 
which children of school age use 
road crossings. 


‘LADIES 10° PIN 
BOWLING 


Results of games played by 
the Central Hotel Ladies 10-Pin 
Bowling League at ,Footscray 
Bowl on March 6, are as follows 


7X BEVERAGES 3 (S. Mat- 
thews 139), DELMANS 0 (B. 
Morgan 157). 


ROBERTS NURSERIES 3 GJ. 
Thompson 196), d. BROBERGS 
0 (B. Miller 163). 


WATTS STORES -3 (F. Watson 
182), d. LOYS LEMONADE 0 
(i. Shepherd 165). 


M. & D. HOMES 3 G. Verity 
168), d. CENTRAL HOTEL 0 
(E. Matthews 134). 


LEAGUE STANDINGS 


Team Won Lost 
Roberts Nurseries ... 20 . 4 
Delmans Vi 7 





M. & D. Homes 1% 12% 







Central Hotel . 11% 12% 
Loys Lemonade 1 2B 
Waits Stores .. 10 14 
Broberg Chemist 8 16 
7X Beverages .. 7 #W 





‘New Post Office 
. Planned 


A new post office is planned 
for Werribee but it wil be two 
years before work comences on 
a building to house the new auto- 
matic telephone exchange. 


The matter was raised in the 
Federal Parliament by Mr. Merv 
Lee, the new Member for Lalor. 

He asked the Postmaster- 
General if there were any plans 
to provide an automatic exchange 
within the new post office build- 
ing to be erected. He pointed 
out the growth of the, area and 
its location between tbe large 
centres of Melbourne and Gee- 
long. 

Mr. Hulme replied that it is 
the Department's intention to 
erect a new post office, but it 
would not house the exchange 
which will be placed in another 
building to be commenced in 








Thursday, March 16, 1967, 


in Championships 


The Melbourne and Suburban Beaches Associa- 
tion Championships were held at Albert Park on 
Sunday and resulted in a very exciting tussle between 
Altona and South Melbourne for the aggregate 


championship. | 


With two events remaining, Altona trailed by 
only one point, but South Melbourne took first plac- 
ings in both these events and ran out winners by 


83 points to Altona’s 72. 


Five teams competed in the 
March Past; Altona, South Mel- 
bourne, St. Kilda, Esplanade and 
the Victoria Police. Altona were 
adjudged the winners. 


The carnival was opened by 
Mrs. A. Kennedy, president of 
the MSBA, who made an appeal 
to young spectators to become 
members of the Albert Park Club 
which was in urgent need of 
recruits. She wished all com- 
petitors the best of luck during 
the afternoon. 


There were 25 events on the 
program and Altona gained six 
firsts, seven seconds and six 
thirds. No team was entered 
in the Junior Girls’ Reel, Line 
and Resusciation and it was un- 
fortunate that the Junior Boys 
were one short to enter this 
event as. South gained a walk- 
over. A possible win here could 
have given Altona the aggregate 
championship. 


On the day, the girls proved 
most successful, but ail mem- 
bers are to be congratulated for 
their great e:fforts. 


MOST SUCCESSFUL 


Sandra Butters gained most 
successes in the individual 
events with two firsts and one 
second. Reg Swarbrick gained 
two seconds; Barbara Allen a 
second and third; Aileen Hud- 
son a first; Kristine Harley and 
Col Mellett a second each, John 
McQuarrie a second and Jan 
McCulloch a third. , 


Complete results were— 


-March Past: Ist Altona; The 
Women's Reel, Line and Resusci- 
tation: 1st Altona; Women's Flag 
Relay: Ist Altona; Girls’ Under 
18 Swimwade: Ist S. Butters; 
Girls’ Under 16 Swimwade; Ist 
A. Hudson; 2nd K. Harley; 
Girls’ Under 18 -Single Handed 
Rescue: Ist S. Butters and A, 
Hudson; Women's Single Handed 
Rescue: 2nd B, Allen and K. 


Harley; Men's Alarm Belt: 2nd 
R. Swarbrick; Women’s Alarm 
Belt: 2nd S$. Butters; Boys’ Un- 
der 18 Single Handed Rescue; 
and J. McQuarrie and D. McCul- 
lock, 3rd I. 


McCulloch and C, 


See 


eo 
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We can arrange Tile fixing for you, or give you 3 
advice enabling you to “DO IT YOURSELF” ¢ 

¢ Exclusive patterns in Mosaic from + 
$ . $3.75 square yard. ; 3 
# Gin. x 6in. White Tiles from $2.95 sq. yd. ¥ 
2 Vanity Basin Units from $43. $ 
% Specialists in all forms of DUCTED CEN- ¢ 
é TRAL HEATING and ROOM SPACE x 
$ HEATING. z 
$ Our spacious Showrooms are open from 8 a.m. to ¥ 
$ 5.30 p.m., Saturdays from 8.30 am, to 12 noon, % 
z Opposite North Williamstown Railway Station, £ 
4 ; = 
+ HYNES FIREPLACES PTY. LTD. 


JRosteneateciordoctonsens 
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BATHROOM AND KITCHEN 


Comprehensive range of English, Australian 
and Continental Ceramic Tiles and Mosaics 


AT UNBEATABLE PRICES 3 


122 RAILWAY PLACE, 
NORTH WILLIAMSTOWN. 


65-6331. (six lines). 


Ss adossonteohoeteosoeseasooseesons 
— 


Mellett; Men's Single Handed 
Rescue: 3rd R. Swarbrick and 
C. Cotter; Boys’ Under 16 Swim- 
wade: 2nd C, Mellett; Women’s 
Open Swimwade: 3rd B. Allen; 
Men's Flag Relay: 2nd Altona; 
Men's Belt and Reel Race: 3rd 
P. Stokes and R. McDonald; 
Chariot Race: 3rd Altona; Men's 
R.L.& R.: 3rd Altona. 


Final placings in the aggre- 
gate championship were—- 


South Melbourne 83 points, 
Altona 72, St, Kilda 54, Esplan- 
ade 44, Williamstown 15, Vic- 
toria Police 6. 


It is worthy of mention that 
Lauris Miller was the sole rep- 
resentative for Williamstown and 
she gained 15 points by winning 
the Women's Open Swimwade, 
Women's Alarm Belt and the 
Women’s Single Handed Rescue. 


PRESENTATION NIGHT 





- THE ALTONA STAR 


Altona Life Savers Secon 





Altona Guides and 
Brownies 


All Companies are working 
well after the Christmas break. 
Mrs. Allen of the Ist Altona 
Coy. is now in the final stages 
af applying for her warrant as 
Lieutenant of that company. 


Mrs. Killingback and Mrs. 
Neyland of the Ist Altona Brow- 
ie Pack are now attending their 
pre-warrant training on Wednes- 
day evenings at Guide Head- 
puarters. Mrs. Neyland passed 
her tenderfoot and was enrolled 
as a Guide. 


Amber Inglis who has been 
helping Mrs. Garde with the 2nd 
Altona Pack has now passed her 
tenderfoot Test and will be -en- 
rolled as a Guide and a Guider 
recruit in training until this 
time next year when she will be 
eligible to apply for pre-warrant 
training. 


The Thinking Day Ceremony 
was held at Werribee Guide Hall 
this year. This was the first 
time that the new Division had 
met as such under the Leader- 
ship of our new Division Com- 
missioner, Mrs. Morrall. 


It looks as though the new 
Division will be called Altona- 
Werribee (Laverton being part 
of Werribee Shire). 

We have a few requests from 
the Guiders. They require a 
notice board—about 4 foot by 
two foot and a flag pole that can 





Owing to, difficulty in obtain- 
ing a suitable band, the presen- 
tation night will now be held on 
Saturday, May 6, insead of 
April 29, 


The club gratefully acknow- 
ledges a trophy donation from 
the National Self-Service of Pier 
Street. Also the donation of an 
Easter Basket from Sarros Bros., 
of Pier Street. 


GENERAL MEETING 


The next general meeting will, 6 


be held on Tuesday, March 21, 
commencing at 7.30 p.m. 





School For Handi- 
capped Next Year? 


Consideration will be given to 
the inclusion of a school for deaf 
children in the western suburbs | 
when the 1967-68 building pro- 
gram is being compiled. 


Cr. J. J. Ginifer, MP, received 
this reply when he asked in the 
the government has for provid- 
Legislative Assembly what plans 
ing a school for deaf and dumb 
children in the western suburbs 
of Melbourne. 
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be erected in front of the Guide 
Hall. If anyone can help will 
they please contact Mrs. Carr- 
uthers, 65-8795 or any of the 
Guiders. 

The Guides hope to buy a 
“World Flag” with their Cents 
for Service money refund this 
year, and it would be nice to 
be able to fly it on special days. 

Guiders meetings will be held 
in the Hall in future as Mrs. 
Hatful's kitchen appears to be 
shrinking with the amount of 
Guiders we now have. Eleven 
all told. This month the meeting 
will be held on Thursday, March 


The District Scout and Guide 
Swimming Sports were held at 
Footscray Baths and were at- 
tended by both Guide Companies 
No results are yet at hand. 

The Guides and Guiders helped 
Tasmanian Bush Fire Relief. 
with the local appeal for the 

The papers are to be removed 
from the Hall on Sunday, March 
26, at 9 am. Mr. McEwean} 
insists that “the Fathers come 
along and help for half and hour 
with the loading as last time 
there were only two Mothers 
there and it is too heavy'a job 
for them. Please come and help, 
it is not a long job and means 
much to the girls and their Hall. 


Thank you, 
I, HARTLEY. 





Naltona High Staff 
Satisfactory 


All subjects are adequately 
covered by experienced an@ 
trained teachers the Head Teac- 
her, Mr. L. L. Treacey, told 
the 80 parents at the annual 
School Parents and Citizens As- 
sociation. 


He said the staff is very satis- 
factory and is better than in 
some of the larger schools. 
There is a staff of 30 for the 
615 students enrolled. 

Mr. Treacey revealed that the 
situation regarding no matricu- 
lation classes at the school will 
be reviewed at the end of first 
term. He pointed out that there 
are 25 more leaving students 
this year than in 1966. 

Mr. Frank Cahill is the newly 
elected president of the school 
Parents and Citizens Association. 

Other office bearers elected 
last week are — Vice-President 
Mr. N. Scott, Mr. W. McKinney; 
Secretary Mr. A. Simpson; 
Treasurer Mr. W. Haining. 

Committee members are: 
Messrs Wright, Briscoe, Barnes, 
Grant Eaton, Swift, Armstrong, 
Findley, Wilson, Hyde and 
Mesdames Bonnett, Tyrell, Star- 
brook, Maxwell, Shields and 
Stanyer. : 

Meetings of the group are held 
on the first Monday of each 
month commencing at 8 p.m. and 
are open to all interested parents 





New Police Station 
Still Uncertain 


It is anticipated that the new 


police station at Altona North 
will be erected during the finan- 
cial year 1968-69 but this is sub- 
ject to the availability of funds. 


This was the reply received by 
the Hon. A. W. Knight, MLC, to 
a question he asked in the Leg- 
islative Council. 

He also inquired as to whether 
negotiations had been comple- 
ted with regard to purchase of 
‘the land for the station. 

Cr. Knight was informed that 
the Public Works Department 
has been requested to negotiate 
se the purchase of a suitable 
site. 


Motor Boat Fees 
Only Partly Used 


Less than half the fees collec- 
ted from motor boat registra- 
tions during’ the financial year 
of 1965-66 were actually spent 
on the provision of boat launch- 
ing ramps and associated facili- 
ties. 


This was revealed following a 
question in State Parliament by 
Cr. J. J. Ginifer, MP. 

Fees for this period amounted 
to $178,968. 

Allocated for works during the 
year was the sum of $108,970, 
but the amount actually spent 
was $85,832. 





“COLLEGE COULD 
“EASE SHORTAGE” 


Shortage of infant mistresses }. 


and senior women assistants in 
primary schools in the lectorate 
of Grant could be overcome by 
the establishment of a teachers’ 
training college in the western 
metropolitan area said Cr. J. J. 
Ginifer, MP, in Parliament last 
week. 


He named: 10 schools without 


permanent infant mistresses— | 


Altona North, Altona East, Al- 
tona “West, Brooklyn, Seaholme, 
Sunvale, Albion, | Braybrook, 
Laverton and Sunshine. : 

In addition, Cr. Ginifer poin- 
ted out that at six of those 
schools there is no senior woman 
assistant, which means that -the 
junior teachers—teachers with 
only three or four years experi- 
ence—are running the infant de- 
partments of schools with 500 
or 600 pupils. 

He> considers a training col- 
Iege would, in the long term, 
overcome the problem. 

It would encourage young 
people in the area to take train- 
ing courses, status would be given 
schools where this training took 
place and some of the problems 
be solved. 

Cr. Ginifer said there is an 
urgent necessity for one, and 
possibly two, additional primary 
teacher training colleges. 

He revealed that within Vic- 
toria there are 104 schools which 
have no permanent infant mis- 
tress although he admitted there 
are teachers acting in the capa- 
city. 

Long term planning is re-) 
quired to alleviate the problem , 
concluded Cr. Ginifer. 

The Minister of Education, Mr 
Bloomfield, asked if Cr. Ginifer 
would place his district before 
Gippsland. 

Cr. Ginifer replied: “I would 
place my constituents before 
those of any electorate.” 


ELECTORAL ROLLS 
CLOSE SOON 


The Chief Electoral Officer, 
Mr. C. W. Phillips, announced to- 
day that electoral rolls for the 
State Parliamentary Elections to 
be held on April 29, would close 
on Tuesday, March 21. 


Mr. Phillips said that alk 
natural-born or naturalised sub- 
jects, and those who had resided 
in Australia for six months and 
in Victoria for three months and 
in any subdivision or at least one 
month immediately preceding 
the date of a person's claim for 
enrolment, provided they were 
21 years of age or over, were 
entitled to enrolment. 

He warned that enrolment, was 
compulsory and the penalty for 
failure to enrol or transfer en- 
rolment was up to $4, 

Mr. Phillips said that enrol- 
ment claim cards were available 
at all post offices and electoral 
registrar's offices. 
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MOTORISTS 
FOR SPEEDY CHANGEOVER SERVICE 
FOR GENERATORS AND STARTER 


MOTORS 
SEE 


Newport Auto Electric 


40 Mason Street, Newport. 
Boats and Caravans Wired. All popular makes 
of batteries on sale. 

Telephone: 391-1365. 

Specialists in all types of automotive electrical re- 
pairs and tune-ups. Spares and Repairs. 
ALAN & TED SPEAK (Props.). 
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Hogan’s Butchery 


81 RAILWAY STREET, ALTONA 
Phone: 398-1377. 
Also Laverton 68-0491 
CIVILIT 
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ECONOMY 
FURNISHERS| 


OF PIER STREET 


INSTALL NOW -FOR WINTER 
YOUR BEST DEAL ON THE NEW 


eect 
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Shy cdraflame OilH eaters 
The most advanced space heater in the world 


@ Far radiation @ Proven automatic ignition 
@ World patented stainless steel biue flame burner 
@ High efficiency on all settings — saves up to 
/- per week. 


With FREE 100 Gal. Tank 
$195  (£97-10-0) 


plus installation. 
PAY ONLY $1.50 WEEKLY. 


©B52/H 
a ee 


ECONOMY FURNISHERS 


51-53 PIER STREET, ALTONA. 
Telephones: 65-8919, 65-8448. 


, 





FUNERAL DIRECTORS and 
“EMBALMERS = 
VDA, AF.D.A, NAF.D. (Eng) 


43 DOUGLAS PDE., WILLIAMSTOWN. 
Z Phone: 65-5351. 


7 DROOP ST., FOOTSCRAY. 
Phone: 68-1301, : 


Branches at Coburg’ and Linton. 
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T PIANO ACCORDION, GUITAR 
AND BANJO TUITION 


ENQUIRE: Church of England Hall, Queen St.. 
(next to P.O.) Saturdays: 9 a.m. — 10.15 a.m. 
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Me 


Phone for Details: 


| 41-1986 MONDAY-FRIDAY: 10 a.m. to 2 p.m. 
24-5368 OTHER TIMES 


All instruments available on low deposits and 


Lessons also held atALTONA NORTH, WER- 
RIBEE and WILLIAMSTOWN. 
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HELP. STAMP OUT 


MOSQUITOES, FLIES AND HEPATITIS - 


THIS SUMMER 


Have your greasetrap cleaned and refuse carted 
away for $1 monthly. : 


FOR SERVICE — 


_ JOHNSTONE BROS. 
Telephone: 391-4741. 











WITH OTHER CARS IS 


You've never seen a car like the Falcon 500. 
You've never driven a car like the Falcon 
500. 


First, there are the lithe, lean lines inspired 
by the fabulous Mustang! 


Inside there's the roomlest and most 
luxurious interior of any car in its price 
range, with insulating and sound deaden- 
* Ing materials completely surrounding the 
passenger compartment for a ride as 
silent as they come. Plus a host of safety 
features including a filly padded dash 
windscreen washers and seat-belts. 


Falcon 500's handlingis remarkable because _ 
It’s the first car to bring you the extra 











o-+~— ~~~ See and test-drive today... at: 


~ HEATHS MOTORS (WERRIBEE) 


MELBOURNE ROAD, WERRIBEE. PHONE WERRIBEE 412. 


THE ALTONA STAR - 
ANSWERS WANTED] Mantoux Testing 


ON ROUTE 9 
The long delay by the Country 
Roads Board in revealing what 
effect the Route 9 approach to 
the Lower Yarra Crossing will 
have on nearby properties was 


‘recently criticised in parliam- 


ment by the Hon. A. W. Knight, 
MLC. 

He said: “I desire to raise a 
matter of urgency affecting con- 
stituents of the Melbourne West 
Province. It concerns the Lower 
Yarra Crossing, or Route 9 as 
It is commonly known. Earlier 
in the sitting, I received a reply 
from the Minister for Local 
Government to a question that 
I_asked - concerning properties 
affected by the crossing. I wish 
to criticise the Country Roads 
Board for its lackadaisical efforts 
in regard to Route 9. The Bill 
dealing with the Lower Yarra 
Crossing was dealt with by Par- 
liament 12 months ago, but the 
people. who may be effected do 
not know whether or not their 


houses are to be demolished. } 


Last week, an announcement was 
made in the Press relating to 
tenders for the foundations of 
the crossing, and this caused 
further anxiety for the people in 
the western suburbs of my pro- 
vince. They are greatly per- 


turbed, particularly in view of 
the rising prices of houses, to 
which a Minister adverted dur- 
ing the debate on a Bill this 
evening. 

I urge the Minister for Local 


THE ONLY THING IT SHARES 


THE ROAD! 


_ and Vaccination 


Mantoux tests for 3000 of Al 
tona’s secondary school pupils 
commenced yesterday, March 15. 
If their reactions, are negative 
they will receive a vaccination 
injection. 

These tests carried out at in- 
tervals in schools by the health 
department in association with 
the health inspector of the Al- 
tona Shire are so designed that 
at least once in their time at 
secondary school, pupils will 
have this examination. 

The timetable applicable to 
local schools is as follows— 

Wednesday and Friday, March 
15 and 17: Altona North Tech., 
9.15 a.m. 

Monday and Wednesday, March 
20 -and 22: Altona High, 9.15 
a.m.; St. Joseph’s Girls’ Secon- 
dary School, 1.30 p.m. 

Tuesday and Thursday, March 
21 and 23: Altona North High 
and St. Paul's College, 9.15 a.m. 

Wednesday and Friday, March 
29 and 31: Altona absentees, 2.30 
pm, 
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_ Or. Crofts 
Asks 
Questions — 


The bay discharge 





of purified sewerage 


effluent, at present a matter of concerr 
to beach suburbs, east of Melbourne, i: 
also of much interest to Altona. 


The effluent from the Altona treatment plan 


being established on the. 


north side of Queen St. 


west of the golf links, will be discharged into the 


waters of Altona Bay. 


At a recent Altona Council 
meeting Cr. W. L. J. Crofts 
asked some pertinent questions 
which he referred to Cr. J. J. 


Government to impress on his}Ginifer, Board of Works Com- 


colleagues the need for the Coun- 


missioner. These related to the 


try Roads Board to “get out of health aspect of the plans and 


its little box" and bring its plans 


also to the possibility of effluent 


for this area to fruition, so that| aving an encouraging effect on 
people will know whether or not {the growth of seawéed. 


their houses are to be effected.. 
I hope the Minister will be able 
to inform me later this week 
or early next week how many 
houses will be affected. 





stability of Wide Stance wheel design —a 
track that’s far wider and a wheelbase 
that's far longer than have ever been 
engineered into a car near Falcon's price. 
Add to this more precise steering, extra- 
low-profile tyres, and chassis-type Torque- 
Box construction and you've a ride that's 


absolutely unbeatable, 


As for power, the standard engine is now 


. an even more responsive “Pursuit 170”. 


Or you can choose between the 121 h.p. 
“Super Pursuit 200" or the big new 200 h.p. 


“Mustang 289” V8. 


Discover the new look, the new juxury 
and the new power and performance of 


Mustang-bred Falcon 500 today! 








Cr. Crofts said that in view 
of the grave concern expressed 
by the Mayors of Chelsea, 
Brighton, Sandringham and 
Frankston about the effect of 
the purified effluent on nearby 
beaches he asked through the 
President, Cr: §. G. Mcintosh, 
that the following questions be 
directed to the Commissioner 
Cr. J. J. Ginifer, M.-P. 


1. Does any danger exist to 
Altona beach when it is un- 
derstood that the effluent from 
the Altona system will be dis- 
chared into the bay a quarter 
of a mile offshorewhere there 
is but 8 feet of water. 


2. Does the Commissioner 
know of any tests (such as bac- 
teria counts) being conducted 
or being planned prior to the 
effluent going into the bay. 


3. Does the Commissioner know 

definitely whether the Health 
Department will be consulted 
regarding the plan. 


4, As it is understood that the 
effluent from the Board of Works 
farm at Werribee promotes the 
growth of seaweed in that area 
what effect does the Commis- 
sioner consider the effluent of 
Altona sewage will have on the 
growth of seaweed off the beach 
at Altona. 


Cr. Crofts suggested that in 
view of the qomplaints from 
the other side of the bay that. 
Cr. Ginifer may care to com- 
ment on the overall proposed 
sewage effluent plan for Altona. 


Cr. Ginifer replied that he 
felt there should be no danger 
from the purified effluent being 
discharged in toe the bay. 


The plant will be approved by 
the Health Department and regu- 
lar bacteria counts will be taken 
before the effluent is discharged. 


Cr. Ginifer said- plans for the 
scheme have not been finalised 
and he has no knowledge of 
the effect of the effluent on sea- 
weed growth. 





FOOTBALLERS IN 
TRAINING 


.The Altona Football Club U. 
18 side, which won the 1966 
Western Suburban Football 
League U. 18 Premiership, will 
commence training at the Grant 
Reserve on Wednesday, March 
15, at £30 p.m. 


Training will be conducted_un- 
der the supervision of Dick 
Buckingham, a strong contender 
for the position of coach left 
vacant by the retirement of Lou 
Thompson, who coached the 1966 
premiership team. 


Many of the U. 18 players have 
been training with the senior 
players and have benefited con- 
siderably from the experience. 


The secretary of the Altona 
Club said today that although 
the 1966 premiership team was 
an unusually strong combina- 
tion the club was looking for 
a number of new players to re- 
place players graduating to the 
seniors. He requested that all 


new players attend training on 
March 15 and introduce them- 
selves to Dick Buckingham. 





YACHTING NEWS 


At the general meeting 0 
the Altona Yacht Club whic 
was held on Friday, Februar 
24, the building committee table 
a set of plans containing man 
improvements to club facilitie: 
including toilets and showers, ; 
dance fioor, more covered sto} 
age and a committee room: 


The meeting accepted the pro 
posals and work will start im 
mediately. 7 


The Heron Teams Race Tro 
phy has once again eluded the 
A.Y.C. In the semi-final, Altoné 
outpaced the Black Rock tean 
but two Altona craft were dis 
qualified. The next team wil 
have to study their rule book: 
and not leave themselves oper 
to protest. 


The club is pleased to see 
that the Department of the Arms 
will have warning lights anc 
marker bouys installed at the 
rifle range. 


The Altona Council has invitec 
two delegates to attend — the 
Parks and Foreshore Commit 
tee Meeting to discuss _ the 
proposed boat ramp at Seaholme 


Victorian Hornet Championship: 


“Laphil’ leads after winning 
the first two heats of the Victor. 
ian Hornet Championship. 


The championships are being 
conducted at the Black Rock 
Yactit Club. 


During both heats the wind 
exceeded 30 m.p.h. and the 
steep seas that built up gave 
crews many anxious moments, 


‘Laphil’, E. Philipps and Les 
Laker, led the fleet from the 
start in the first heat, until a 
large wave washed both Ted 
and Les overboard. 


‘Shadow’, John Andress and 
‘John Clark, managed to pass 
them but not for long. 


“‘Laphil’ finally won by 300 
yards, with ‘Moonraker’, Allan 
Owen and Kevin Marion second 
and Two Up. Tom Jones and 
Denise Philp third. 


Victorian Hornet Championship 
After second heat. 


Ist—‘Laphil’, E. Philipps, L. 
Laker. 


2nd—‘Moonraker’ A. Owen, K. 
Marion. 


3rd—‘Shadow’, J. Andress, J. 
Clarke, 

4th—‘Two Up’, T. Jones, D. 
Phily. 
Heron Results A.¥.C. Sunday 

Ist—Biab’, T. Pearl, R. Pearl. 
111.65 min. 

énd—‘Pee Wee,’ J. Grieves, 
G. Blunt. 111.85 min. 

3rd—‘Touche’, J. Grieves JInr., 
K. Tippett. 112.52 min. 





STILL NO MONEY 
FOR RAILWAY . 


Pressure of more urgent works 
on available loan funds is given 
as the reason for no date being 
set for the commencement of the 
Westona railway line extension 
from Altona station. 


This was the reply given to 
a question asked in the Legisla- 
tive Council by the Hon. A. W. 
Knight, M.L.C. 


Cr. Knight asked when the 
Railways proposed to commence 
the work and when would it be 
completed. 
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A FEW SUMMER FLOWERING CLIMBERS 


Now is an appropriate month to take 
note of a few summer flowering climbers. 
It is not the best time to plant them now. 


| But it is the time to see them in flower and take 
note on which ones you prefer for your garden, April 
)and May would be the suitable months for planting. 


There are many types of sum- 
mer climbers to choose from, 
some evergreen and others deci- 
duous, Each one suitable for 
a spot in your gardn. 


The TECOMA, one of the most 
attractive climbers in bloom 
now, is Tecoma Grandiflora, 
which produces large trusses of 
light golden flowers. 


Although this plant has fairly 
thick, strong main stems, it is 
not a rampant grower, but 
should be cut back each winter. 
It is suitable to grow on trellis, 
fences, pengolas or even a dead 
tree trunk which you may need 

to cover, 


THE CLEMATIS 
The large flowering Jackman Il 
produce flowers of exceptional 
beauty in shades of blue. This 
plant requires cooler climate, 
but is quite hardy and suitable 
for these districts, providing the 
roots are kept cool and moist in 
dry weather. Well rotted or- 
ganic manure assists its growth. 


MANDEVILLA 


This climber flowers in late 
summer and early aucumn, pro- 
ducing white sweetly-scented 
flowers. It favours a sheltered 
position which should not be too 
dark, 


DUTCHMAN'S PIPE, a vigor- 
ous grower, needs strong sup- 
port, quaint chocolate splotched 
flowers. Suits warm coastal cli- 
mates. 





4in. 


HONEY SUCKLE, the pink 
and yellow variety, is the old 
favourite known for its perfume. 
A strong growing climber, it 
needs strong support, 


THUNBERGIA, or BLACK- 
EYED SUSAN, are well known 
light climbers, which flower for 
long periods. Flowers are orange 
and black. 


Remember, when planting out 
climbers, they eventually de- 





velop very deep and sometimes 
wide spreading rogis, as well as 
needing amble space for ‘‘el- 
bow room’ above the ground, 


These factors should be con- 
sidered when planting climbers 
in a permanent position. 


Most climbers are subject to 
the same pests and diseases as 
shrubs and trees. Scales, grubs, 
thrip and aphids trouble most 
of them at times, and standard 
sprays are recommended at 
times, white oil, DDT, etc. 





Tst Altona Scouts 


The annual meeting of the Ist 
Altona Scout Group will be held 
at the Scout Hall, Civic Parade, 
on Monday, March 20, commenc- 
ing at 8 p.m. 


' Parents and all interested par- 








ties are cordially invited to at. 
tend. 





BRUSHES 


TOP [QUALITY 
— 2in. 


li 
_ in, 


$2.75 
SET OF 3 


ee re a 


All Brands of Paint. 
Dulux, British, Berger, Ifca. . 


cellent Service. 





Free Delivery Service. 


THE ALTONA STAR : 


BOWLING TEAM WINS SECTION 


Last Saturday was the end of 
the home and home pennant 
matches and Altona No. 3 has 
won their section and will con- 
tinue on in the semi-final and, 
it is hoped, the final. 


The results of last Saturday's 
games are as follows-- 


Altona No. 1 113, defeated 
Richmond Union §0— 
Whitmore, Probert, D. Nettle- 
ton and Monkhouse: 31-17. R. 
Douglas, Nielsen, Carton and J. 
Fisher: 34-22, Thorneycroft, Hill 
Watters and Malloy: 27-19. Ste- 
phens, Mitchell, Russell and 
Mather; 21-22. 


Altona No. 2 115, defeated 
West Coburg No. 4 80—~ 


H. Harris, Neal, Oliver and 
McDonald: 32-18. McNeilage, 
Franks, Williams and I. Doug- 
Jas: 25-22. Miles, Gischus, Rich- 
ardson and R. Don: 27-16. Sip- 
thorpe, Roach, Inglis and Wat- 
son: 31-24, 


Altona No. 3 189, defeated 


Brunswick No. 4 52. 


The team was Webster, G. 
Harris, B. Harrison and Burke; 
O'Donnell, J. Cox, L. Cox and 
Flynn: Blair, MeMahen, Con- 
don and Deegan; Crofts, An- 
dress, Bromley and Walsh. 


Altona No. 4 lost to Richmond 
Union No. 5 by 73. 


The Altona team was as fol- 
lows—Marshall, Brett, Snowden 
and Murphy; Sutton, R. Sevior, 
Pilcher and Nichols; Bougaure, 
Buckley, Woodcock and Ralph; 
G. Sevior, Kelly, Ashman and 
Eyre. 


On Saturday night a Scots 
Night was held at the clubhouse 
and was very well attended. 


Some 100 members, associates 
and friends were present. Mr. 
Jimmy Balantyne brought a num- 
ber of Scottish dancers along 
and Mr. Angus McLean proudly 
carried in the haggis to the 
strains of the bagpipes so ably 
played by Mr. Ballantyne and 
friend. 

Miss Ida Nicholls and Mrs. 
Mary Mather, both associates of 
the club, danced. Ida gave a 


Are you painting at 
Easter? 


THEN WE INVITE 


Mr. Geoff Eustace 
AT COLORBRUSH PAINT STORE 
PIER STREET, ALTONA. Phone: 398-1443. 


PAINTER’S BARGAINS 


Wallpaper—Pre-Pasted, over 2000 patterns available. 


a a m 
STEP LADDERS ART SUPPLIES 
Sf, — 6ft. — 7ft. SCHOOLS, CLUBS SUPPLIED 
EERO S50 9672 ALL REQUIREMENTS 
HARDWOOD STOCKED 
_ ES r] 
im 
iw 
& C COLORBRUSH 
2 PAINT STORE 
a ALTONA 


Framed Prints——-Certificates, Photos, Prints, etc. Ex- 


Advice and Instruction Given Freely Without Obligation. 
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; $ DRESSMAKER 

Scottish dance and Mary’ the $ EXPERIENCED CONTINENTAL DRESSMAKER & 
Sword Dance. Many considered | ¢ & 
the night was one of the best |< All types work undertaken. $ 
entertainments of the year. & 59 Railway Street, Altona. £ 

é _Telephone: 398-1250. $ 


odsoalaateateeteatecseesooteetecteagectooteatoatoatoatoatoateatonteatoetoateateatbeseag 


OPEN RINKS TOURNAMENT 
Labour Day last Monday be- ee t 


ing a -public holiday, the club | 


held an Open Rinks tournament. | sftetedetetedtpeteteceteetntetectecretetetoofntetetectntetecteefrte dectestretente 
Some 112 players were in at- 


Soadeaferteateetentectontootes 
tendance and played four games 





Horm Hunter’s Auto: 


ae 


tect 


Sestestests 


of 12 ends. = 
The winning rink was L. O'Don- £ 3 
nell, D. Nettleton, T. Mitchell | + 3 
and R. Watson. The runners-up | % epair S 4 
were A. Dosser, W. Leckie, G. 4 4 
Bush and E. Vickers, ‘and the|¢% \ 3 
third prize winners were H.{% WHEEL ALIGNMENT 3 
Blair, A. Dart, F. Nielsen and|& WHEEL BALANCE 3 
A, Malloy. $ ARC AND OXY WELDING 3 
The club president, Mr. T./% 
Burke, “presented the trophies | Major and Minor i le ee all makes of Cars $ 
and thanked all players for] 4 and ftruc' 3 
their altendance and hoped nee + ALL REPAIRS AT REASONABLE RATES % 
would have good health throu; . ' x 
the coming winter and be ready $ ALL WORK GUARANTEED ct 


soe 


v 
ee 


“ettet 


and fit for the next bowling sea- 


REAR MOBILGAS SERVICE STATION 





son. : $ x 

He thanked Mrs, Probert, and] Millers Road, Seaholme. 2 
her associates for the excellent | : oo 
lunch and afternoon tea which| + SATISFACTION GUARANTEED 2 
was so ably presented. | Botrdetoendetetote reboodtedertoctetooeriontetoateteateieetetratecingergetietetvafetontetoedt 


FOR BOATS, MOTORS AND ALL BOATING EQUIPMENT 


Howard Roberts Marine Pty. Ltd] 


NEXT TO CENTRAL HOTEL, MILLERS RD., ALTONA NTH. 


Petrol, Oil, Bondwood and Fibreglass Boats and Trailers, 
Ice, Bait, Porta-Gas and all Boating Equipment. 





OUTBOARD MOTOR SERVICE AND REPAIRS 
SPECIALS 


14ft. Bondwood Boat and Trailer. 
10ft, Fibreglass Dinghy 
13. Bondwood Boat and Traile: 
Savage Bosun and Trailer... 
10 h.p. Mercury Outboard. £185—£65 Dep. 
10 hip. West Bend Outboard. £155—£50 Dep. 


Yard Open 7 Days a Week.: Good Rengé of New Savage 
Boats Always in Stock. 


£75—£25 Dep. 
£55-——£20 Dep. 
£50—£20 Dep. 
£185—£60 Dep. 








YOU TO CONSULT 





ONE Conr ENAMEL 


ove oar COVERY cy ack ‘ 
IN WHITE OVER 
Ning uss 














RAILWAY STREET 








ALTONA 
STATION 
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“Retail Section” 


H.R. & J. H. SMITH 

: Home Made . 
CAKE SHOP 

112 QUEEN STREET. 

Telephone: 398-1874. 


ALTONA’S ONLY HOME MADE CAKES 
Deere tote drat deter te ogrrin 


FRANK’S 


MEN’S AND BOYS’ WEAR 


AND SCHOOL WEAR, GIRLS’ AND BOYS’ 
80 PIER STREET. 65-8940. 


© Clearance Summer Shirts _ $2 


, 
loiontertadentntuteterdetetetetetetetetetetetetetetedetetetetededeetetets 


HARRY EDWARDS 


-MEN’S HAIRDRESSER 
79 PIER STREET. 


CIGARETTES — TOBACCO 
MEN’S TOILETRIES 


Hondonsoegeasontentossontoaioasresoazonteesecseateateesontesteeteateatongneseatentonteeteatentenseatezeager 


DELMANS 


74 PIER STREET. 65-8840. 


* Boys’ Black Jeans -- _ $1.29 


With Zipp Pockets 
LIMITED QUANTITY—-BE EARLY 


eseafesgententententoateateatneteateatectententeatorsegeateatontententreteeteeteetectectes 


WESTERN SHOES 


77 PIER STREET. 





Telephone: 65-8923. 


soatastestectectestectestecterdealeateatestectestratectectectontectostonteas Sots 7 
Hestohoncooontertonteeseaiecteateesertocseatosseatonsenfeaseateatectenteaseatnate rfocte lesseatoetefeater 


LILIBET: BABY 
WEAR 


67 PIER STREET. 
Telephone: 65-8963, 


© Ladies Slacks _ from $2.50 


Sersoadererdendeateateatoatoetreteetecsecseeseodenfoatoatonteateatratacteetnctectentecteeteedeetontontonter 


THE NEWNHAM 
GROUP 


7 - PLANNING DUPLICATING 
| PHOTO COPYING 

| BUILDING SUPPLIES 

116 QUEEN STREET. 

| Telephone: 65-8146, 











LOOK FOR THE DOT ® 


_G. ARMSTRONG | 


BUTCHER 
90 PIER STREET. 
Telephone: 65-8908. 


© Frankettes, 29c lb.: Stewing 
Chops, 19¢ lb, 


Bede eteeseedeeedoedieteacontordendententeateatetireeetecestendeedontoate Graton eetegeter 


THE GOLD STAR 
EMPORIUM 


DRESS MATERIALS, MANCHESTER AND 
FURNISHINGS 


Corner PIER and QUEEN STREETS. 
Telephone: 398-1102. 


© Tetoron Voile Curtains _ $2.50 


~ Ready to hang, afl cofours. 54” drop. 
For information regarding the Altona 


Chamber of Commerce contact 


President: Mr. I. Herbert. 


Secretary Mr. J. Broadmore. 


Altona Branch, Bank of N.S.W. 


Treasurer: Mr. K, Wilson 


Altona Branch, Commonwealth Bank. 


Meetings held every three months at 
‘ the Central Hotel, Millers Road, Altona 
North. 


NEW MEMBERS WELCOME 


BURNETT'S 


DELICATESSEN 


. 87 PIER STREET. 

_ Telephone: 398-1612. 
* Cape Cod - —- 43¢. lb. 
eee a 
Telephone: 398-1443. 


COLORBRUSH 


PAINT STORE 
Corner RAILWAY and PIER STREETS. 


ALL BRANDS PAINT 
WALL PAPER 





PICTURES 


SPECIALS EVERY WEEK-END FRI. - SAT. FROM ALL THESE MEMBERS 





| "EVE GWENDOLINE 


LADIES FROCKS, COATS, KNIT WEAR, 
SPORTS WEAR, AFTER FIVE FROCKS 


76 RAILWAY STREET. 
Telephone: 398-1419. 


© Blouses and Skivves _ _ _ $1 
Ree telereoertntetodorteninontntenteetetereditnte todo 


ECONOMY 
FURNISHERS 


OF PIER STREET. 
Telephones: 65-8448, 65- 8919. 
© Sunbeam Steam and Dry Iron, 
$27.95. FREE loundry jinker and 

5 clothes basket. 


osteterteatecteateat eatoatestaatoatent 
ongoatentecgentontenteedoateetentonteateeteetotoatortectertoateecfenfeatneteereatoateete feofoatenteoter 


SARROS BROS. | 
Altona Expresso 


MILK BAR 


LIGHT REFRESHMENTS 
73 PIER STREET. 


Telephone: 65-8862. 
FOR YOUR COMFORT, AIR-CONDITIONED 


Dededeadeoadalergetrateedetradbatveteatoateotveleatoaterteetnatortetoatonteseeteatontectoatafeter 


FRAZERS 
PHARMACY 


65 PIER STREET: 
Telephone: 65-8903. 


© VO5 Hairspray 89 


Sr eecentetestecetooentoctetontetenteteatentetoatetoatectrtectertonectonteceatectententetes 


L. & E. RUSSELL 


BUTCHERS 


55 PIER STREET. 65-8974, - 
FREE DELIVERY ; 


* Cocktail frankfurts, 29¢ Ib.; 
Summer Lamb Chops, 29c Ib. 


Seder detectrectecndetettecactnelededededednteatetee 


GRAY & AVISON 


NEWSAGENTS 


71 PIER STREET. 
Telephone: 65-8912. 


Sodheatoateatreteetectedtes 


PD rtreecieccocoreovdontontnetontoeteetentectentetentontoateateetaateetectodeesote 


IAN HERBERT 


“YOUR AMCAL CHEMIST 
76 PIER STREET. 
Telephone: 65-8830. 
Have a FREE PHOTO'in 15 seconds taken 


with a new Polaroid 200 Series Camera: 
POLAROIDS PRICED FROM $22.45. 
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SWIMMING 
SPORTS 


ALTONA NORTH HIGH 


Four swimmers all swimming in diff- 
erent age groups, each won three events 
at the Altona North High School swimm- 
ing sports last week. 
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m 


BASEBALL PRELIMINARY FINAL 5 : 
NEWPORT DOWN BROOKLYN SPRING WORKS | 
ext 


All Types of Motor Springs Repaired, 


Set-up, Removed and Replaced. 
SAME DAY SERVICE BY APPOINTMENT. 
. 706 Geelong Road, Brooklyn 
In a very close and exciting game last Two Doors from Guiding Star Hotel. 
Sunday Newport came from behind to de- 
feat Footscray in the Victorian Summer 
Baseball Association’s preliminary final. 











Telephone: 314-6208. After Hours: 391-2225, 





Footscray led 2-1 in the early stages of the 
game, but Newport’s greater skill and experience en- 
abled them to fight back and take the lead half way |. 
through the game. 





"WE PICK UP AND DELIVER YOUR CAR FREE. 





MATCH OF THE YEAR 


Harrison (under 12, boys) 
boys). 


The final aggregate for houses 
was won by Trojan with a score 
of 178 points. The other houses 
were not far. behind—Athenians 
166, Spartans 158% and Corin- 
thians 146%. 

The aggregates in the’ three 
sections were won by: Juniors: 
Corinthians, 74 points; Inter- 
mediate: Spartans, 6842; Senior: 
Athenians, 85. 

Full results are as follows: 


| UNDER 16.—Freestyle, E. 
|Maina; Breaststroke, P. James; 


UNDER. 12.—Breaststroke, K. 
Lehman; Freestyle, L. Lehman; 


OPEN.—Diving, Freestyle, A. 
Kennedy; Breastroke, R. Brook; 
Batkstroke, A. Kennedy; Butter- 
fly, E. Patterson; Relay, Tro- 


Kristine Harley won the open 
and Robin Pratt the girls’ under 15. 


Records were broken by two of them—Chris 


and Ian Duddy (under 14, 
girls’ events 


ald; Butterfly, L. McDonald; 
Relay, Athenians. 

UNDER 15.~—Diving, C. O'Brien 
Freestyle, W. Stephens; Breast- 
stroke, D. Brown; Backstroke, 
W. Stephens; Relay, Athenians. 
UNDER 14, -- Freestyle, I. 
Duddy; Breaststroke, I. Duddy; 
Backstroke, I.. Duddy; Relay, 
Spartans. . 

UNDER 13.—Diving, B. Cart- 
ney; Freestyle, T. Williams; 
Breaststroke, T. Williams; Back- 


Relay, Corinthians. 





are to be at 9 Bracken Grove at 
9.30 a.m, 


A games night will also be 
held at 9 Bracken Grove at 8 
p.m. on Tuesday, March 21, The 
donation is 30c and supper will 





Wood; Backstroke, L. McDon- 


Girls’ Open events 
Baths last week. 


Other champions were— 


(Tooronga —T, Paterson —P, 
Keera—K, Batman--B.) 


GIRLS 
Under 12: Rhonda Douglas, T; 
Under 13: Jenny Wise, T; Under 
14: Janet Wigglesworth, T; Un- 
der 15: Gale Showell, P; Under 
16; Rhonda McNay, T. 


der 14: Richard Lukozek, P; Un- 
der 15: Tony Vanson, P; Open 
Age: Grant Grey, T. 

FINAL POINTS for the four 
houses were Tooronga, 323 pts.; 
Paterson, 261; -Keera, 251; Bat- 
man, 171, 

Results of all events are as 
follows— 


BOYS 

OPEN.—Backstroke: J. Hun- 
ter, P; Breaststroke: J. Male, 
P; Freestyle: G, Grey, T; But- 
terfly: P. Tyrell, T; Diving: G. 
Grey, T; Relay: Keera. 

UNDER 16.—Backstroke: P. 
Tyrell, T; Breaststroke: P. 
Tyrell, T; Freestyle: P. Tyrell, 
T; Diving, P. Martin, K; Relay: 


Vierdag, P; Freestyle: T. Van- 


Lukozek, P; Freestyle: T. Mec- 








MARCH 11: 40, 39 and 63. 





ALTONA HIGH 


Phillip Tyrell dominated the Boys’ 
Under 16 events and Marion Vierdag the 


at the Altona High 


School Swimming Sports held at Werribee 


Both were champions of their age groups. 


Ewan, K; Relay: Paterson; Div- 
ing: S. Showell, B. 

UNDER 13.—Backstroke: E. 
Kapelis, K; Breaststroke: B. 
Douglas, B; Freestyle: J. Tric- 
key, B; Relay: Batman. 

UNDER 12.—Backstroke: C. 
Jones, T; Breaststroke: A. Gol- 
acki, K; Freestyle: C. Jones, T; 


OPEN,-=M. Vierdag, T; Free- 
style: M. Vierdag; Breaststroke 
M. Vierdag; Butterfly: E. Vier- 
dag; Diving: J. Thomas, T; Re- 
Jay: Paterson. 

UNDER 16,—Backstroke: R. 
McNay, T; Breaststroke: D. 
Leathers, P; Freestyle: R, Mc- 
Nay, T; Diving: G. Showell, P; 
Relay: Tooronga. 

UNDER 15.—Backstroke: G. 
Showell, P; Breaststroke: J. Me- 
Quarry, P; Freestyle: J. Haigh, 
K; Relay: Tooronga. 


UNDER 14.—Backstroke: J. 


Wigglesworth, T; Breaststroke:- 


J. Wigglesworth, T; Freestyle: 
R. Heaney, K; Relay: Tooronga; 
Diving: J. Wise, T. : 


lay: Keera. 


Tas, T; Relay: Tooronga. 


a | 
Footscray scored two runs in 


the first innings when Col Mar- 
tin hit safely to score Bruce 
Wills and Joe McNeany. 


Harry Douglas, Newport's 
pitcher, hit to centrefield to 
score Barry Ockwell for New- 
port in the equalising part of the 
opening innings. 


Both pitchers held . batters 
down until the fourth innings 
when Newport scored five runs. 


Tom Gray and Barry Cleary 
were walked, Ian Andrews hit 
to rightfield to score Gray, Terry 
Forrester walked and a safe hit 
by Ockwell and an outfield error 
by Footscray brought in four 


when A. Logan hit a threebagger 
and then came home on a catch- 


Harry Douglas pitched well to 
hold Footscray out in the eighth 


Backstroke, C. Maina; Relay,| Th t meeting will be held| 25d ninth innings to take New- 
Corinthians, ; on Thoreday, Meech, 9, at g}port into the grand final next 
* BOYS Bracken Grove, at 8 p.m. Sunday. 





“UNDER 16, = Freestyle, G. PT VER PEDAL CHURCH CRICKET 
O'Loughlin; Breaststroke,. R.| MARCH 4: 70, 148 and 1; 


SEMI-FINALS 


Results of the Western Sub- 
urbs Protestant Churches Cricket 
Association semi-finals played 
last weekend are as follows— 


A GRADE 


Barkly Street Meths. 421 (Hol- 
lings 131, Brown 119, Kennedy 
54, Quinn 42, Bates 35, Viney 
6/100), and 5/185 (Quinn 59 n.o.) 
d. Newport Meths. 242 (A. Cocks 
83, I. Cocks 57, Styles 27 n.0o., 
Johnson 21, Quinn 4/28). 


Tottenham Baps. 68 (Power 15, 
Leech 4/12, Hamilton 3/11, Bow- 
yer 3/22) and 4/60, lost to Wil- 
liamstown Congs. 119 (I. Young 
47, McGowan 26, Ross 6/31) and 
97. 


B GRADE 


Kingsville Baps. 272 (C. Jack- 
son 60, Dunn 59, Jarvis 33, W. 
Anderson 30, M. Curwood 25, R. 
Curwood 23, J. Anderson 20, G. 
Curwood 3/50), d. Yarraville 
Pres. 136 (Lally 23, Day 23, G. 


J. Walker 4/12, C. Jackson 4/43). 


Paisley Street Baps. 140, lost 
to Yarraville Baps. 143. 


C GRADE 


Maidstone C/C 124 (Boseley 28, 
Stone 27, Given 31, Loughran 
41, Pope 37, G. Jackson 5/42, 
Freestone 3/28) and 4/131, d. 
Kingsville Baps. 136 (Beard 32, 
Freestone 25, McNair 27, Hen- 
derson 23, Given 4/45) and 116 
(Given 4/24). 

Christ Church. 114 (Sears 50, 
Jones 26 n.o., Page 7/50, Price 
3/15) and 7/54, d. St. Eanswy- 
the’s 58 and 109 (J. Page 27, D. 


“UNDER 16 


ville Congs. 43. 





Seeeteteeetenentecontctonececontetoogtee 


Spot 


Next Sunday will see the top 
match of the season when New- 
port meet Sunshine to decide 
this season’s premier team in 
the Victorian Summer Baseball 
Association. 


Sete 


Ss ls ta te ee ee ee ee 


Even though Sunshine has de- 
feated Newport twice this year, 
there has been very little be- 
tween both sides and the im- 
provement shown by Newport 
over the last few weeks should 
allow them to go on and take 
off the title. 


The game starts at 2 o.m. at 
Wright Street Reserve (opposite 


but it seemed almost certain it 
would be, so those people unable 









Now open - 


afeetoegoeteede ougeesoezostentoate 


hUURINGAL 


Auto Service 


NICK ATHANASIOU, Proprietor. 


CR. MAIDSTONE STREET & 
SOMERS PARADE, ALTONA WEST 


r Albert Park Lake behind South H H H Ht 
oom Dine P, James; stroke, P. Holopainen; Relay,| more runs for Newport to take Melbourne Tech). nog ou Major & Minor Repair Ss. Welding. 
Freestyle, K. Harley: Breast- Ee te Breaststroke, C. Me teed, Oe: : When going to press it had not Electronic Tune u Wheel Balance 
eke eames i eke Harrison; Freestyle, C. Harri-| Footscray made the score 6-3] been decided as to: whether the ‘on Up. . 

2 p 7 : son; Backstroke, C. Harrison;|at the top of the fifth innings | match was to be televised or not 


SAME DAY TYRE SERVICE. 398-1352, 





‘Backstroke, R. Frizell; Relay, * = 
Trojans. ie Te ps tl eee ROADWORTHY TESTS 
UNDER 15.—Diving, J. Sloan.} NEXT PEDAL CLUB | came home. on a series of in- 3 : 
Freestyle, R. Pratt; Breast- field errors and Newport led 7-3 eolnlnte dele elesele lel Gee el esol hole h ohhh tehphods 
stroke, R. Pratt; Backstroke: RALLY at the start of the sixth. . 7 
A. Pratt: Relay, Trojans. Le ertaech tiers “LEARNER DRIVERS” 
UNDER ee ae : Fate Alions Pedal Club wont The score went to 7-5 when Winter base for practice for TRUST 
‘Moodie; Breaststroke, V. Mad-| like to the Altona Youth| Footscray scored two in the top A + e " 
dox; Backstroke, S. Moodie; Re-| Club for the use of their hall at] of the Mth and with another | Seniors (at Newport Sports Oval) KENS MOTOR ‘SCHOOL 
lay, Trojans. the rally held by APC on Feb-|run crossing the plate in the and juniors (at: Digman Reserve) 91.316 
UNDER 13—Diving, K. Beck-| ruary 19. seventh, Newport led 7-6 to be] iS at 9.30 a.m. on Sundays and Telephones: -0-3163: 
man: Freestyle, he False The next rally will be held on{ hotly pressed by Footscray. _ pea and Clee ae : DISTRICT REPRESENTATIVE OF N 
ackstroke, I. Vickers; Relay:|Sunday, March 19, at Baker . . AUSTRALIAN DRIVER EDUCATIO 
Spartans. Oval, Geelong West. Members| However, Newport pitcher A) : u 





at Woods Street, 


* BOYS Relay: Tooronga. ‘ 
| Under 12: Colin Jones, T; Un- ae on ee I ti 
‘, . “ LS wood 21, W. Ande , C. —e 
der 13; Erwin Kopelis, K; Un. Jackson 3/23) and 132 Day 31, a Vex on » l 


another new office 
of A.N.Z. Bank 


A complete range of trading and savings bank 
services is available at our new agency, where 
you are assured of friendly, efficient service. 


Banking Hours: 


Monday to Thursday 10.30 a.m. to 11.45 a.m. 
12.45 p.m. to 3.00 p.m. 


Friday 


10.80 a.m. to 11.45 a.m. 


12.45p.m.to 5.00 p.m. 





Australias most 











Cheque Accounts 


Tooronga. Ee ete R.| Garde 33, Price 20, Stephenson 
UNDER 15.—Backstroke: T.| Webb, K; Breaststroke: J. Wise, | 15, Jones 3/20). = bar —taaeer eeeeshiineey emmmmenmater tel 
Vanson, P: Breaststroke: M.|T; Freestyle: H. Holt, K; Re- progressive bank Savings Accounts 


ANZ2101.26 


son, P; Relay: Paterson. UNDER  12.—Backstroke: E. } 
UNDER 14.—Backstroke: R.| Vierdag, T; Breaststroke: R. NORTH SECTION 
Lukozek, P; Breaststroke: R.| Douglas, T; Freestyle: R. Doug-| Maidstone C/C 6/105, d. Yarra- 


AUSTRALIA AND NEW ZEALAND BANK LIMITED 











seein 


aeodGetirtnecoeiete 


paces 
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Page Ten. 













At last we‘re swinging again with our second S.S.S. 
Dance, but this time we are operating at the Laverton Mem- 
orial Hall, in order to increase $.S.$. membership in Laverton. 





BY RON COLEMAN. 


However, as the dance will be running non- 
stop from 8 till 11.30 p.m. this Saturday night, you 
shouldn’t have any trouble catching a train or taxi 


there. 

Groups featured will include 
US WOT MOTIVATE and THE 
KULT and admission is 50c (40¢ 
to S.S.S. members) . 

For all of you boys: we are 
hoping to import females from 
the WRAAF base at Point Cook. 

Both The Kult and Us Wot 
Motivate will include a new 
member, for The Kult have re- 
placed Brian Gardner with a 
new lead guitar, while US Wot 
Motivate have the addition of 
a bass buitar. 

So if you’re not doing any- 
thing this Saturday night GO 
GO TO THE S.S.S, LAVERTON 


DANCE! 
i yw rw FW 


ee 
SINNERS 


Sinners this week are the 
blokes who swiped an F Holden 
station wagon last week and 
drove it into the swamp oppos- 
ite the Altona Riding School. 

There a tow truck under police 
supervision dragged it out and 
towed it away. 


w w w we 
“BUS STOP 1” 
“BUS STOP 1” is the title of 
this week's dance at Werribee 
on Sunday night and quite an 
appropriate one too as the pro- 
moters are chartering a free 
bus for clients from Altona. 
The bus will leave the corner 
of Pier Street and Blyth Street 
at 8 p.m. and en route to the 
Centenary Hall it will stop at 
the corner of Blyth and Maid- 
stone Streets, Altona and the 
Geelong Highway in Laverton. 
Last Sunday night the feature 
group were MASTERS APPREN- 
TICTS, a top group from Adel- 
ande and the NEW CHANGING 
TIMES. The latter group has a 


female organist and this craze 
must be catching because the 
GRAPE ESCAPE had the same 
gimmick. i 

On April 2 THE GROOP will 
be played at Werribee and that 
is sure to be a sensational night. 

Instead of a Sunday night 
dance over the Easter weekend 
the promoters have decided to 
make it a Saturday night so you 
can give those city disco’s a 
rest. 

Incidentally the free bus WILL 
also bring you back to Altona 
each Sunday night at 11.30 p.m. 
So see you at “Bus Stop 1” 
(Sunday night). 

ve we 
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Following up our story on 
“Bonga” Hobbs last week I think 
it’s safe to say that ‘‘Bonga” is 
now an OPEN CIRCUIT rider 
after -his performance at Kil- 
more last Monday. 

Unfortunately we didn’t get 
the results, but we know that 
‘Bonga’ was placed second in 
the Saddle Brone Ride for per- 
mit members. 

Hero of} the day was little Jim 
McGuire from Taroon, Queens- 
land, who, riding with a band- 
aged leg, struck fence after 
fence, but competed in all five 
events. 

Jim, who holds the Australian 
Calf Roping record, was placed 
second on Monday in the Open 
Saddle Bronce, and first in the 
Brayma Bull Riding. 

Laverton rider Don Catchpole, 
riding ‘‘Slipstream” in the sec- 
ond division of the Bronc Ride, 
put up one of his best perfor- 
mances yet, but was disqualified 
after losing a stirrup iron. 





THE ALTONA STAR 
CALLING WRITERS 


For those of you who are in- 
terested, the Young Liberals 
Movement of Victoria is con- 
ducting a script writing compe- 
tition in connection with an 
annual revue commencing on 
September 29. 


It carries a prize of $20 and 
is open to anyone regardless of 
experience. Scripts will be 
judged on their topicality, or- 
iginality, dialogue and construc- 
tion and should be submitted to 
The Secretary, Young Liberals 
Movement of Victoria, 8th Floor, 
108 Queen Street, Melbourne, 


Cl. 
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Slot Car News 


NEV reports that the lap rec- 
ord of eight seconds at hs slot 
ear track has finally been 
broken by Altona's Jack Brab- 
about $10 perparing his vehicle 
ham, alias Jock Sturrock. 
Jock, who apparently spent 
for the ordeal, managed to 
break the record with the fast 
time of 7.9 seconds and in so do- 
ing won a free half hour drag 
session. 

Nev advises that the record 
can still be broken and a free 
half hour on the track will be 
given to the lucky driver. 
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A man stood on a street corner 
waiting in vain for the heavy 


Making a comeback in Bull- 
dogging and Roping was George 
“Knocker” Marsh, pf Altona 
North, who rode very well con- 
sidering his age. 

Also from Altona were the 
Peel Brothers. Stan Peel only 
entered Roping as he cut his 
hand badly recently. His brother 
“Pip” Peel, did quite well. He 
roped his calf in the Roping, but 
unfortunately found it a bit too 
heavy to throw. He also brought 
down a steer in the dogging. 
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HOLIDAY CAMP. 

































VILLAGE DRIVE-IN 


The new show for the Village 
Brooklyn Drive-In commencing 
tonight, Thursday, March 16, 
will be—- 


“CARIFORNIA HOLIDAY” 
(Technicolor) (@) 


Starring Elvis Presley. 
—PLUS— 
“SHEEP MAN” 
(Technicolor) (G) 


Satan ai aed 
FAN CLUBS 


THE KULT, C/- Miss Julie 


Heath, 11 Mentherall Street, 
North Sunshine. 
w we & wv 


US WOT MOTIVATE, C/- 
Annette, 162. Blackshaws Road, 
Spotswood. 
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traffic to thin out so he could 
cross, Finally, as he was about 
to take his chances, he spied a 
man on the other side and called 
to him, “Say, how did you get 
over there?” The other man 
cupped his hands to his mouth: 
~‘Easy,” he shouted, “I was born 
over here.” 
wr ve og wy 


Free Ride 


A free hour’s ride on the horse 
of his/her choice will be given 
to the first member of S.S.S. who 
presents their membership card 










Are you looking for some- 
where to go over the Easter 
holidays? Then why not try 
“Noonameena?”’ 

This private and underomina- 
tional camp is open for all chil- 
dren between the age of eight 
and 16 years and young people 
from the age of 17 upwards and 
is situated in picturesque sur- 
roundings on the foothills of Mt. 
Buffalo, National Park. 

Camp activities vary with the 
change of season and cater for 
the different age groups attend- 
ing. The include a conducted 
coach tour of Mt. Buffalo Na- 
tional Park with barbecue lunch 
provided and further tours to} at the Lakeside Riding School, 
places of interest, hops, tobacco, | Altona West, this Saturday morn- 
dairy farms, Harrietville gold | ing. aN i 
mines, Kiewa Hydro-electric| The school is situated opposite 
Scheme, etc. the Kooringal Golf Course, 

Archery, swimming, ski-ing,| Where the shire pound used to 
bush walking. horse riding, | be. 
buggy and sulky rides are but 


a Sew of the physical aspects Of } 9g emcee nen gy 
camp life, while social events 































such as sing-songs, concerts and BOOKINGS 
camp fires round off a day's pro- FOR ALTONA'S TOP 
gram. 

For further details contact— GROUP 
Mr. D. 0. Ussher, Director, “THE KULT” 


“Noonameena,” C/- 
Wangaratta, Victoria. 


'Waldara,” 


“ 
Phone: } | 398-1701 AFTER 6.30 p.m. 








Wannandary 218. 
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TOP TEN 


1.—Snoopy v. The Red Barron 
—Royal Guardsmen. 
2.—Georgy Girl 
—The Seckers. 
3.-I'm a Believer 
—The Monkees. 
4.—Ruby Tuesday 
—Rolling Stones. 
5.—Summer Wine 
—Nancy Sinatra. 
6.—Green, Green Grass of Home 
—Tom Jones 
7.—There Won't Be Many Com- 
ing Home 
—Roy Orbison. 
8.—Pamela Pamela 
~-Wayne Fontan.a 
9.—Happy Jack 
—The Who. 
10,—Movin’ Man 
~Buddy England. 


Don’t delay—~Fill in and send your enrolment form 
coupon (below) to the “Star” Office, 101 Pier Street. 


MperergeNoReaeerorereer err 


Stars, Saints and Sinners Application ; 
Form 


R3 
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LEARN TO 





PLAY THE 


PIANO ACCORDIAN, | 
MANDOLIN and GUITAR 


ALL AGES TAUGHT 
Contact FRED MANNING at 


THE MUSIC SHOP 


Opposite The Post. Office. 
Telephone: 65-8970, 








FOR FIRST-CLASS CATERING 
WEDDINGS, PARTIES, SOCIALS, ETC., Contact: 
Mrs. J. HANMER, 

6 Estelle Court, Altona North, 
Telephone: 314-6329, 








Stars, Saints and Sinners Dance 


LAVERTON MEMORIAL HALL 


On SATURDAY, MARCH 18 





A very up 


and coming group. 


from 8 till 11.30 p.m. 


(ADMISSION, 50c (MEMBERS OF S.S.S., 4c) 
FEATURING:— 


‘Us Wot Motivate’ — ‘The Kult’ 








hursday, March 16, 1967, 


’ THE ALTONA STAR 








“pon CORNISH. 


PLUMBER 


LICENSED M.M.B.W. 
HOT and COLD WATER INSTALLATIONS —— GENERAL 
PLUMBING and FACTORY MAINTENANCE. 


250 MILLERS ROAD, SLTONA NORT. 
Telephone: 391-464 Mi; 





—. BUILDER UILDER 
(C, TRICKEY) 

12 DAVID STREET, ALTONA, 
Buildings, House Renovations and Alterations, 
Agent for Northern Assurance Co, 
ele horte: 65-8746, 65-8746, 


BUILDER 
(W. BOUWENS) 
10: KOOKABURRA STREET, ALTONA. 
HOMES AND RENOVATIONS. 
High Quolity Work Guaranteed, 














SAND SOIL 


Telephone: 391-2301, 


REPAIRS 








Telephone: 398-1554, 


“CARRIER 


and. 
~ CARTAGE CONTRACTOR 
' Telephone: 398-1564. 


John J. Kessner, 
20 Kookaburra Street, Altona. 





CEMENT 





. O'CONNOR 


ELEC TRIGAN 


103 PIER STREET, ALTONA. 
Phone: 65-8689. ; 

NEW INSTALLATIONS 

ALTERATIONS 








All work expertly handted 


or inspection, 


Mower "Mawar Repairs | 
DEPENDABLE 
MOWER SERVICE 
DEPOT: 51 Rosala Ave., 
Altona North, 

Free Pick-up and Delivery. 
Hand and Cylinder Mowers 
Sharpened and Set, 
Sales, Service and Trade- 
ins, Atco, Victor Pace, Vil- 
liers, Pope, Qualeast, ‘Clin- 
ton Rover, and spare parts. 


Phone 37-5968, 
After Hours: 314-6255, 








SEPTIC TANKS CLEANED 
AND DESLUDGED 
H. S., H., & P. BROWN, 
1 ESTELLE COURT, ALTONA NORTH. 
Telephone: 314-6836. 


GEELONG ROAD, 
Builders’ Inquiries Welcome. 





LOAM, RIVER SOIL, CEMENT, also 
SAND, SCREENING, STONE DUST 
available any time in any quantity from 


G. TARASCIO 


22 David Street, Altona. 


Phone: 398-1281. 








rT 
FENCING, For Prompt, Efficient Service, Contact 


ALTONA FENCING CO. PTY. LTD. 


by tradesmen. 
Front fencing a specialty, Phone 68-0391 fn FREE quote 
After Hours Phone 65-8961 


heapest Rates. 


LAVERTON. 
Cash or Terms. 











BRICKLAYER 
NORM CHARLES 


Specialising in Garages, 

Fences, Chimneys, Castle- 

maine Stone Fireplaces and 
any other small jobs. 


AH types of concreting. 
For free quote and 
prompt efficient service 

telephone 311-3215. 


7 I) 
A 
SCREENINGS 
LIMIL WHITE RIVER QUARTZ RED SCORIA 


Concrete Mixers, Tip Trucks, Loaders, Graders, 
Vibrator Rollers, etc., for hire or contract. 
Inspect our range of garden soils. 
HART & CARLSSON, 
3 Johnston Street, West Newport 
(Rear Savage Fibre-Glass, Mason Street.) 
After Hours:: 391-2140. 


——_—_—F 
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Telephone: 
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Your Expert Local Tradesmen 











FLOOR TILING CONTRACTOR 


KITCHENS, BATHROOMS, OR ANY FLOORS. 
Free Quotes. 


71 MAIDSTONE STREET, ALTONA. 


398-1836, 





ESPLA 


GENERAL CLEANING SERVICE 


24-HOUR 


Office, Factory, Shops, 


CLEANING 
Hotels, Motels, Spring 


Cleaning, Window Cleaning, Chimney Sweeping 


37 MILLERS ROAD, 


ALTONA, 398-1857. 





BOB DICKINS 


PLUMBER 


ROOFING, HOT AND COLD WATER, 
SEPTIC TANK SEWERAGE. - 


15 Medford Street, 
Altona. 

a 

—————___—__ 


CARRIER 


Truck with 15ft. Tray 
available evenings and 
weekends, 

97 BLYTH ST., ALTONA. 
Telephone: 398-1238, 


| PREMIXED 
CONCRETE 


Supplied direct to your job. 
Any quantity, large or 
smail. 

Phone us for Quotation— 
SPECIFIED CONCRETE 
VIC. PTY, LTD. 
Kingham Street 
(off Blackshaws Road) 
Newport. 


Phone: 391-3766. 


| 








Washing Machine and 
Refrigerator Repairs 
PROMPT EFFICIENT 
SERVICE 


K. M. SERVICES 


11 Watt St., Sunshine. 








—_————— 6 meee 





: 


398-1217, 
65-7100. 
= 





BUILDER 


J. M. TRICKEY 
19 Myrtle Grove, Altona. 
Alterations Additions 
TELEPHONE: 65-8089, 





ttt 
WESTERN SUBURBS |" 


SIGN SERVICE 


Silk Screening, 
Spray Painting. 
SERVICE AT ALL TIMES 
272 CIVIC PDE., ALTONA. 
Telephone: 65-8119, 








MOWER REPAIRS} |= 


Hand Mowers ONLY over- 
hauled rik precrer ground. 
4Lu STREET, 
ALTONA NORTH. 
(Off Millers Rd., corner Shell 
Garage.) Phone: 391-1926. 





UPHOLSTERY 


EXPERTLY DONE 
Kitchen, Lounge Suites, Car 
Seats, etc. FREE Quotation 

and Prompt Service. 


E. Flatz, 28 Galvin Street, 











Telephone 311-4336 all hours. | | f Altona. 398-1227 
i 
_—— a 
McLEANS {|)4,, HUSHES 
514,'524 Melbourne 
FUEL, FODDER ||| — Road, Newrort. 
Screenit Bri 
200, — Soi 8°) || Sear net 
All Poultry Requisites. Garden Soil Salamander 
Prompt Service assured to Cement (Geelong), $1.25 
old and new customers. Limil, 80¢. 
Corner McBAIN and PR 
RAILWAY STREETS. pihibomilans 
65-8731 65-8731 Phone: 391-2381 
a rT] - 
tf ‘a 





GARDEN LOAM 


SAND, SCREENINGS, STONE DUST, RIVER 
SOIL, FILLING ASH, BLOCKS FILLED AND 


LEVELLED, "EXCAVATORS AND 
HIRE. 


FOR 


‘DOZER 


MATTHEWS BROS., 
120 Mason Street, Newport. 


Telephone: 


391- 1825, 


After Hours: 398-1841, 857-6261. 


BUILDERS 


JENKIN & 





CONABERE 


BUILDERS AND CONTRACTORS 
Homes, Property Renovations and Extensions. 


Interior or Exterior. 


No Job Too Small. 


56 MAIDSTONE STREET, ALTONA. 
Phones: 398-1510, 35-8755. — 





ALAN H. GARDNER, 193 QUEEN STREET, ALTONA, 


Phone: 65-8918. 


_ TED FRANKS 
_ BLECTRICAL CONTRACTOR 


TV, RADIO AND ELECTRICAL APPLIANCES OF 
ALL DESCRIPTIONS. ANTENNAES ERECTED. 
REPAIRS—ALTERATIONS—NEW INSTALLATIONS 


4 ROMAWI STREET, ALTONA. 
Phone: 65-8706. 








Mick Ellis‘ 
Painting Service 


HOUSES — FACTORIES — OFFICES 
9 GLOUCESTER COURT, SEAHOLME. 





Wrought ion Products 


Phone: 65-8403, QUALITY WORK. QUALITY MATERIAL. | 
—_———————— 


FOR ALL YOUR CONCRETE WORK 


Seaholme Paving Co. 


20 WEBB STREET, ALTONA. 
ALL WORK GUARANTEED. 
Proprietor: T. IPSA. — Telephone: 65-8692. 


REFRIGERATION SERVICE 


Commercial and Domestic 
INSTALLATION AND REPAIR SERVICE. 


38 VALERIAN AVE., ALTONA NORTH. 
Phone 314-5303 All Hours. 
FOR ALL YOUR CONCRETE WORK SEE - 
ALTONA PAVING COMPANY 


41-43 DAVID STREET, ALTONA. 


Telephone: 65-8437. 
ALL WORK GUARANTEED. 


PLUMBER 


A. Hansen, Licensed M.M.B.W. 
13 David St., Altona, Phone: 398-1271. 
Central beating, bot and cold installation, gas fltings, 
general plumbing. 











H. ALLEN 


|PLUMBER LICENSED M.M.B.W, 


Hot and cold water installations. Septic tanks, 
sewerage, house installations, all general plumbing. 








13 STANLEY ST., ALTONA. 398-1488. 
- a 








LOCAL TV SERVICE 
ALSO MAINTENANCE CONTRACTS 
SOLD 


Phone: 391-4192. 
TILERS. 


| (M, J, & T. M, HYNES) : 
58 UPTON STREET, ALTONA. 
Telephone: 398-1339, 
Kitchens and Bathrooms a Specialty. 


ASHES, SAND, SOIL, SCREENINGS, 
- ASHES, SAND -SOIL -SCREENINGS 


Coloured Garden Stones and Pebbles 
LARGE AND SMALL ORDERS. TAKEN 


uM, MILLSOM, 
596 Geelong Road, Brooklyn. 
Telephone: 314-7640, 314-4140. 
After Hours: 391-4529, 314-5414. 
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DRAUGHTING SERVICE 
Design — Detailing — Tracing 
M. MORRISS, 

65 Purnell Street, Altona. 

a rs 1 | 
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Senior Typist Clerk 


tial. Speed and accuracy, especially with figures, are the most 
important. This is a responsible and interesting position, work- 
ing directly with the Accounting and Finance Manager. 


A top salary will be paid. Our offices are new and air-condi- 
tioned. We have a fine cafeteria, active social club and excel- 
lent amenities. 


Please apply in writing to T. J. BAKER, Employee Relations 
Manager, or telephone 65-8151 iter further particulars as re- 
quired. 


AUSTRALIAN SYNTHETIC RUBBER. 
COMPANY LTD. 


Maidstone Street, Altona West. 








ELECTRICAL 
MECHANIC 


A GRADE 
This is a MAINTENANCE POSITION and offers interesting 
work on a wide range of high and low tension switchgear, 


control systems and electric motors. 
The COMMENCING 





WAGE is $56.45 per week including 
allowances and an additional $2 per week will be added 
to the all purpose rate - upon’ the successful comple. 
tion of training on automatic sub-station equipment. Continuous 
service increments of $1 per week are payable after 6 months, 
2 years and 5 years service and an attractive subsidised em 
loyee retirement and benefits plan is provided. 
CONDITIONS of employment include subsidised meals in our 
modern cafeteria, free tool kit and subsidised overalls and 
safety footwear schemes. 

WE ARE SEEKING an indentured Electrical tradesman who 
holds an ‘‘A’’ ‘Grade licence and who has preferably had experi- 
an “A” Grade licence and who have preferably had experi- 
ence in heavy industry. The maximum age limit is 45 years 
and applicants should preferably live within half an hour's 
travel time of the Refinery. 

We invite you to call personally or to phone 391-1333 between 
8.30 a.m. and 4.30 p.m, Mon. to Fri. and arrange an interview 


with 
Mr. 1. THODEY, 
Personnel Supervisor, 


PETROLEUM REFINERIES (AUSTRALIA) 
PTY. LTD. 
Corner Kororoit Creek and Millers 


We have a vacancy in our modern Petroleum 
- Refinery at Altona for 
Roads, Australia. 
r 





7 H. B, DICKIE LTD. -- 
_ WEAVERS 
We have just installed the most modern automatic 
r 
a 





terry looms and are seeking experienced female 
weavers, Excellent wages and conditions. Alter- 
nating shifts, 7 a.m. to 3 p.m.; 3 p.m. to 17 p.m. 
Apply Mr. J. BAYLEY, 
H. B. DICKIE LTD. 
246 Hyde Street, Yarraville. 
Telephone: 68-2201. 








H. B, DICKIE LTD. 


APPRENTICESHIP AT H, B. DICKIE 


Two position are offered to young men aged about 16 years who 
hold the Intermediate Certificate or equivalent standards at a 
technical school. 

This company will carefully teach all aspects of weaving and 
loom turning supplemented by instruction at the Textile Trade 
School for which fees will be paid. 

For forther details apply to Mr. J. BAYLEY, 


H. B. DICKIE LTD. 


246 Hyde Street, Yarraville. 
Telephone: 68-2201, 


Be ees? AL 


A vacancy exists in our Accounting and Finance Department 

for a first-class typist. Shorthand an advantage, but not essen- 
| 
a 





_DARTS DATA 


ELECTIONS 


THE ALTONA STAR 


TABLE TENNIS 
FINALS 


The following were elected at] Last week witnessed an in- 


the general meeting of the West- 
ern Suburbs Darts Association 
on Thursday, March 9— 

TREASURER: A. Allaway 
{Ashley Hotel}; CONTEST DIR- 
ECTOR: D. Stirk (Bristol Hotel) 
SOCIAL SECRETARY: H. Rule 
(Sunshine Golf Club); REGIS- 
TRATION SECRETARY: R. Rose 
(Goodrich); PUBLIC RELA- 
TIONS OFFICER: R. Rose; 
VDA DELEGATES: F. Condon 
(Central), L. Fry (Central), H. 
Rule, H. Oataway (ICI), W. 
Groome. 


CLEARANCES 


The following clearances were 
ratified— 

B. Eckstein, from Exchange 
to Bristol; M. Simmonds, from 
Exchange to Newport. 


VDA AGENDA 


A notice of motion submitted 
by the New South Wales Darts 
Council to change from double 
Start to straight start, was dis- 
cussed and WSDA delegates 
have been instructed to vote 
against this change. 


WELFARE FUND 
It was agreed that all entry 
fees from the championship 
series be placed in a welfare 
fund. 


REPRESENTATIVE TEAMS 

It was agreed that all repre- 
sentative teams be selected on 
their averages, up to the night 
the team is selected. This means 
that at each match a recorder 
shall be appointed. 


DIVISION 1 
Central Hotel has entered 
another team~Central 2, and 
will take up the bye. Therefore 
where the word “bye” appears 
on fixtures place Central 2. 


COUNCIL MEETING 

The first council meeting of 
the new committee will be held 
at the Homestead, 128 Queen $t., 
Altona, at 8 p.m. sharp, at which 
each club must be represented 
by one delegate. Clubs not rep- 
resented will be fined $1. 


CHARITY MATCH 
It was agreed that a charity 
match against Mountain League 
be played at Belgrave. The final 
details to be left to the first 
council meeting. 








BUNGALOWS 
Sleepouts wired to house, 


complete job, 10 x 10 $390, 


12 x 10 $410, 14 x 10 $474, 
15 x 10 $510, 16 x 10 $530, 


18 x 10 $565. No Deposit. 


RING THORSEN’S 
BUNGALOWS, 718-2343. 


MADAM MAWER’S 
SCHOOL 


Piano playing, piano accor- 
dian, electric chord organ 


and pop singing. Full par- 
ticulars may be obtained by 
phoning 391-1667 9-11 a.m. 


and 7-9 pm. Children 

and adults catered for. Fees 

payable by lesson or in ad- 
vance if desired. 
Private tuition. 





Oe | 
CARAVANS 
FOR SALE OR HIRE 


Agents for Wayfarer Cara- 
vans. Portagas and appli- 
ances. 


93 McINTOSH ROAD, 
ALTONA EAST, 
Phone 391.1156, 
Contact Sid Hem, 
After Hours: 391-4884, 
np 


Seg | 


washing machines, pianos, 
motor mowers, fridges and 
any clean general house. 
hold furniture and effects, 
TOP PRICES, 
We pick up and pay spot 
cash, 


Call us first. 
JIM HYNES AUCTIONS 
44 Douglas Parade, W’town, 
Ring anytime 314.7157, 


WANTED TO BUY 
Antiques, furniture TV‘s, 
pcre | 











teresting series of semi-final con- 
tests at the Western Suburbs 
Table Tennis Centre, Garden St., 
Williamstown, and this week, 
matches now in progress will de- 
cide the premiership in 12 
grades. 


Thus will conclude a very suc- 
cessful summer season for 1966- 
67. A brief respite only will then 
ensue while officials of the .As- 
sociation prepare for the winter 
pennant season, which is to 
commence in April and continue 
unti} september. In July the As- 
sociation will conduct its annual 
series of championships, and 
later, a series of handicap 
events, 

From its inception just over 
30 years ago, table tennis has 
advanced considerably in the 
western suburbs area. Players 
now come from every suburbs 
in the region, and indications 
to date are that the 1967 winter 
season’ will break all records for 
numbers of teams and players, 

Inquiries in this regard should 
be made at the Centre, 65-6863, 
or secretary Ron Arnott, . 74 
Poole St., Deer Park (393-1663), 
president Des Jones, 47 Paget 
St., Glenroy (306-5357). 

Altona teams in finals this 
week are— 

C2.—Melbourne Harbor Trust 
v. Grieve Highwaymen . (G. 
Lewis, E. Milner, N. Wynn). 

D3.—Altona Working Men's 
Club (Trudy Reissmann, A. Ray- 
mond, S. Pow, G. Camilleri) v. 
Newport Rovers (S. Douglas, T. 
Dunne, K. Burke, I. Cahoon). 

D4.—Altona North Technical 
School (N. Smillie, G. Eagland, 
€. Cass, K. Fraser) v. Sunshine 
Heights Youth Club. 

E4—Altona (Helen Hayes, S. 
Hayes, G. Hayes, J, Hayes) v. 
Ballarat Road Methodists, 


- 
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THE NEW SENSATION—" IGUANA” ) 


Free bus leaves corner Pier and Blyth Streets, 8 p.m. 
(Also stops Maidstone Street and Laverton.) 


ALTONA CAR SALES 


115 PIER STREET, ALTONA. 
Telephone: 65-8995. After Hours: 65-8533. 


Buy Locally from your 
. Local Dealer 


$20 deposit will buy you any of the many cars 
on display in our Pier Street Car Yard. 








Thursday, March 16, 1967 





SEA-HOME FURNISHERS AND 
ELECTRICAL 
47 Civic Parade, Altona. 
WHERE YOU BUY THE BEST FOR LESS 
Nearly every day three taxi trucks pull away from 


here fully loaded. It’s not just the quality of our 
furniture, electrical and carpets— | 


IT’S THE PRICES 5 | 
Come and see fof yourselves. Blankets $3.50 ea. 


Telephone: 65-8165 all hours. 
(cg errr a | 





DESIGN DRAFTSMAN 


Rheem, Australia Pty. Ltd. invite applicants for the above posi-| 
tion with this progressive Australia-wide company. The location 
is Melbourne, the work is interesting and conditions are excel- 
lent. Applicants should have had some years drawing office, 
experience, preferably in the sheet metal fabrication field. 
Salary will be by mutual arrangement and superannuation will 
apply after a qualifying period. 

Applications, which will be treated as confidential, should be 
addressed to the : | 

ENGINEERING MANAGER, 


RHEEM AUSTRALIA PTY. LIMITED, 
521 Geelong Road, Brooklea. 


Telephone: 314-9361. After Hours: 80-2995. 











“BUS STOP 1” 
WERRIBEE CENTENARY HALL, SUNDAY, MARCH 19: 
"THE FABULOUS “IAN CLYDE GROUP” 


“BLACK PEARL” 





Mr. MERV LEE 
FEDERAL MEMBER FOR LALOR 
will be available for interviews on 
TUESDAY, MARCH 21, 
at the following places— 


TOWN HALL, SUNSHINE 
10 a.m. to 1 p.m. 


ORGANISATION CENTRE, ALTONA 


128 Queen Street, Altona, 
3 p.m. to 6 p.m. 
If you have a problem or a topic you 
would like to discuss please call in. 











fiursday, -March 16, 1967.’ 
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CLASSIFIED ADVERTISEMENTS 


ANTED TO SELL 
UILDING MATERIALS 
IS WEEK'S SPECIAL— 


Doors, flush panel, 
clear, from $2.50 each. 





















maust 


100 feet, 

3in. hardwood 
$7 per 100 feet. 
2x1 pine, $3 per 100 feet. 
Second grade “pine, 9c per 
foot. 


Standard leatherboard mason 
ite, 4ft. Gin, x 3ft. 3in., $1 
sheet. 

Foam mattress all sizes, suit 
caravan, camping, etc., from 


$3.75. 


architrave, 


$2.50. 

Good stocks spouting,. glass 
doors, PVC, masonite, wheel- 
barrows, ladders, garden tools, 
trellis, ete. 

Paint, Ezyfiow, full range, 
$3.25 per gallon. 


J. S. PHILLIPS -& CO., 
142 MASON STREET. 
NEWPORT. 391-2074. 


(ODERN maple radiogram, 4- 
speed, lovely tone, $50. Phone 
391-2539, ——______—_————_ 


IARAVANETTE, Spotsman, 1/S 
mattress, gas and stove, good 
order, $120 ONO. 31 David 
Street, (Altona. 








4in. pine flooring, $6:50 per|- 


Children's life jackets, only |’ 





WANTED TO SELL 


FIREWOOD, scrap timber. Buy 
now while it lasts. Trailer 
load $2.50. Truck load $6. De- 
livered three mile. radius. 142 
Mason Street, Newport. Tele- 
phone 391-2074. - 


LADIES HAIRDRESSER, going 
concern, owner leaving dis- 
trict, will sell cheap. Phone 
68-0487, —_--_——___-— 


CARPETS.—A big saving on all 


carpets at Hemburrows. Gen. 
Westminster, lowest price in 
Melb. Seé our huge range of 
lovely Axminster from $3.99 
yd. $20 to $40 dep. will cover 
most homes. Easy terms with 
6 months’ free credit. 
68-1442 for free measure and 
quote. Hemburrows, 199 Barkly 
Street, Footscray. 


FERRETS, clean, healthy wor- 
kers, $4 each. 52 Galvin St., 
Altona. 

FIBREGLASS BOAT, 12’ x 3, 
with all accessories, including 
OB motor, trailer. Ready for 
water. 22 Curlew Ave., Al- 
tona. 


EXCELLENT condition, navy & 
white pram. Chrome stand bas- 
jinette. Playground, floor and 
canopy, walking chair, pusher, 
changing table, swing and FJ 
towbar. 8 Myrtle Grove ——— 

MOTOR CYCLE, Yamaha sports 
reasonably new, needs slight 
repairs. $50 or best offer. Ap- 
ply ‘51 Rose Street. 

YOUNG DUCKS for 
Robin Street, Altona. 








sale. 5 


Phone |" 














TO LET THANKS MISCELLANEOUS 
THREE bedroom furnished home 4 - SLOW COMBUSTION Stoves 
Inquiries 398-1725. .| SHOWELL. — Mrs. A. Showell bought, sold, serviced or 
and family wish to thank Dr.| changed to ‘oil burning. 
BUNGALOW, two rooms, un-| S7Wede stall of Ward 2.) Telephone: 45-6700. 


- furnished. 18 Boyd St., Altona. 


NEW luxury furnished SC flats 
to let in Altona. Business 
couples. Phone 65-8567.- 








BOARD VACANT 


ALTONA NORTH, full board or 
bed and breakfast, two gents 

- share lovely private home. 
Telephone 391-2539. 





ALTONA NORTH, four mins. to 
buses, new home, all mod. 
cons. Phone 314-9787. 











SITUATIONS 
. VACANT: 


JUNIOR FEMALE office clerk, 
good working conditions. Apply 
in person to Mr. McDonald, 
Economy Furnishers, 51 Pier 
Street, Altona. —— — 

















LOST 


SMALL Australian Terrier bitch 
with yellow collar. Reward. 





114 Blyth Street, Altona, ring} secretary, 





65-8946. 


> 


kind messages on her recent 
sad bereavement. 








KEESHAN.—The family of the 
late Mrs, Ada Elizabeth 
Keeshan sincerely thank all 
relatives, friends and neigh- 
bours for their kindness and 
many expressions of sympathy 
in the passing of their beloved 
mother. ——-~+—_—— 


MR. AND MRS. A. C. TURNER 
and family wish to express 
their sincere thanks to all 
kind friends, neighbours and 
relatives for floral tributes, 
cards and letters in their sad 
bereavement. ————————— 


PUBLIC NOTICES 





LAVERTON FOOTBALL CLUB. |™ 


Results of lucky pamphlet. No 
999. Prize: A pair of dressed 
Winner to contact the 

West, C/- 
Laverton.— 


fowls. 
Noel 
Cheetham Salt, 


then test-drive 


You'll thrill to its performance 
relax in its luxurious comfort... 


rae eeepc 


_ | BUTLERS 





Gazelle 


DE LUXE SALOON 


GARAGE 


145 GEELONG RD., FOOTSCRAY — 68 2586, 68 1921, 68 4014 
IT’S TRADE-IN MONTH FOR HILLMANS 





HILLMAN has the power, 
the luxury and therange! 


HILLMAN MINX DE LUXE SALOON. Powered by 
the biggest engine in its class, 1725 c.c. developing 
70 b.h.p. Features include synchromesh on all four gears; 
front disc brakes, safety zone windshield, windscreen 
washers, twin sun visors, etc., plus the quality finish you 
would only expect in higher priced cars. Manual or fully 


automatic. From $1998 (£999) tax 


HILLMAN STATION WAGON. Al! the features of 
a luxury saloon plus extra room for all your gear. Full 
length. sleeping space. The 1725 ¢.c. motor with 5- 
bearing crarikshaft provides ample power to take full 
loads. Manual transmission $2396 (£1198) tex paid 


Think an automatic isnt sporty ? 


Austin Hospital, Naval Dock- 
yard, also all friends of her 
sons who attended Mr. Arthur 
Showell’s cremation and sent 
her cards, floral tributes and 


paid. . 


PET T TTT TTTTUTttaTPe Eg) 








| PUBLIC NOTICES 





WORK WANTED 





OLD CARS removed free of 
charge. 398-1694. ——. 





RUBBISH REMOVED, _ back 
yards cleaned up. -398-1694.— 


LAWNS, long grass cut, blocks 
cleared, back yards cleaned, 


Fibreglass corrugated roofing 
—while they last, a limited 
quantity of good slightly im- 


rubbish removed. Ring 391-2719}- 


evenings and weekends only.— 


WANTED TO BUY 





WANTED W— Clivia, Saxifrage, 
Heuchera, Phiox etc. Large 
quantities required of these 
plants. Also Lily-of-the-Valley, 
Vallottas, Cannas, Ginger 
plant. We will dig and replant 
if necessary, Freight refund- 
ed.Ring or write to: 
P.O. Box 114, BUCKINGHAM 


PARK, Fifth Street, Rosebud 
Phone: — 





FOR HIRE 
Electric cement mixers, $2 
per day. 

Electric welders, $2 per 
day. 

R. HUGHES, 13 MULGA 
STREET, ALTONA. 





FIRING PRACTICES— 
WILLIAMSTOWN RIFLE 
AREA 


The PUBLIC is hereby warned 
that FIRING PRACTICES with 
rifle, machine gun, machine 
carbine and pistol maybe car- 
ried out between 0730 hours 
and 1900 hours daily in the 
WILLIAMSTOWN RIFLE 
RANGE area during the month 
of MARCH, 1967. 


DEFINED AREA 


All the land of the WIL- 
LIAMSTOWN area known as 
the WILLIAMSTOWN (or 
MERRETT) RIFLE RANGE; 
that is to say all that land 
SOUTH of KOROROIT CREEK 
ROAD enclosed between the 
junction of KOROROIT CREEK 
with the EASTERN boundary 
line of MADDOX STREET; 
thence in a NORTHERLY 
direction to the corner of 
MADDOX STREET and KOR- 
OROIT CREEK ROAD with 
the property of the Victorian 
State EDUCATION DEPART- 
MENT; thence in a SOUTH- 
ERLY direction along this 
boundary and the boundaries 
of housing properties; thence 
again in an EASTERLY direc- 
tion for 259 yards te the boun- 

_dary fence of the Girls’ 
School; thence again in a 
SOUTHERLY direction to the 
PORT PHILLIP BAY FORE- 
SHORE; thence in a WEST 
and NORTH WESTERLY dir- 
ection along the FORESHORE 
to the junction of KOROROIT 
CREEK with the EASTERN 
boundary line of MADDOX 
STRRET afore mentioned; and 
for a distance of 3200 yards 
SOUTH (into PORT PHILLIP 
BAY) throughout the length of 
this FORESHORE widening to 
a length of 3800 yards at its 
SOUTHERN extremity. 


ENTRY INTO THE AREA 


Members of the’ public seek- 
ing entry into the range proper 
in the course of business must 
first make application to the 
Range Superintendent (tele- 
phéne 65-6027). Entry for any 
other reason is forbidden. 

Members of the public are 
warned against entry into the 
danger area of PORT PHIL- 
LIP BAY whenever firing 
practices are being conducted. 


FLYING OF DANGER FLAGS 


As a warning to the public 
that the range is in use RED 
flags are hoisted in the vicin- 
ity of the range foreshore at 
intervals throughout its length. 





= 
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WANTED TO SELL 


perfect sheets to clear at 
heavily discounted prices. All 


colours, sizes and grades. 


Open , 
morning. 
SAVAGE FIBREGLASS 
INDUSTRIES PTY. LTD. 
100 MASON ST., NEWPORT. 


Telephone: 391-1655. 








ing and informative evening. 
Phone 391-1296 or 391-3181. 





part-time 
For full information, 
write or ‘phone 
RAWLEIGH’S 
60 Dawson St., Brunswick. 
Telephone: 38-2131, 








WORK WANTED 
TRUCK WITH 15ft. TRAY 
AVAILABLE. 


Rubbish Removed. 
Estimates Given. 
Tefephone 398-1498 after 
6.30 p.m. 








sawn DEALER 
can now be contacted at 
22 UPTON ST., ALTONA. 
PETER VON STIEGLER. 








/ 
CARPENTRY 


work, 
FREE ‘QUOTATIONS, 
RING 65-8736. 





" BRICKLAYERS 


MACKAY & MACKINNON 
All types of brickwork. 








‘GARDEN SERVICES 


Sand, Soil, Screenings, Stone 
Dust, Fillings. 

Ring after 5 p.m., 398-1579. 
M. MADRUSAN, 

64 Maidstone Street, Altona. 








Apply— 
36 HIGH ST.; LAVERTON. 
Telephone: 68-0215. 








PAINTING 


DOMESTIC AND 
INDUSTRIAL ROOFS A 
SPECIALITY, 


65.6118 9 am, to 5 p.m, 


PETRAC PAINT =| 
a 








» 
[| 
W’TOWN & DISTRICT 
ANIMAL RELIEF 
SOCIETY 


q | 
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THE ALTONA STAR 


Altona Win € Grade 
Cricket Semi-Final 


Altona and Spotswood 
fought out a very close and thrilling semi- 
final in the Williamstown, Altona and 
Footscray District C Grade semi-final. 

Altona won the toss and batted first, and from 


Chapman’s first over the openers, Ray Duckett and 
Kevin Flett, took 13 runs. 


Page Fourteen. 
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H. C. Kivi 


AUCTIONEER AND REAL ESTATE AGENT 
86 RAILWAY STREET SOUTH, ALTONA. 


oz ESTATE AX 
K INSTITUTE 









Telephones: After Hours: 
FRSee Sor wcToRIA. | 
65-8904, 398-1617, 
65-8681, 398-1326. 


_ ALTONA.—Established four-years-old, three bedroom BV_ home. 
Garage, carport, etc. Located in Court near shops, schools and 
transport. $13,500. 

ALTONA,.—Established three bedroom WB home in excellent 
condition. Garage, floor coverings, venetian blinds, sun blinds, 
Seong BRS, sandy site close beach, shops, schools and station. 

ALTONA.—Established spacious BV home of three large bed- 
rooms, etc. New wall to wall carpets throughout. A first quality 
home_in excellent condition near golf links, i 

ALTONA NORTH.—Established four bedroom WB home in 
excellent order. ‘Terrific value at $9500, ‘ihe 

ALTONA.—Modern established three bedroom home with in- 
tegral two bedroom self contained flat. Large corner site. Best 
position. | Garage and carport. Close to shops, transport, schools 
and beach. ° 

“ALTONA.—Neat established timber home of two bedrooms, 
etc. Close to all facilities. Large site. $9200. : 

ALTONA,—Four bedroom WB home in as new condition thru- 
out. Entrance hall, lounge, dining room, bathroom with separate 
shower recess, enclosed rear verandah, large laundry, also separ- 
ate bungalow 18ft. x 10ft. Venetian blinds, polished floors, floor 
tiles, electric stove and BHWS. CALL FOR FURTHER PARTICU- 


ALTONA.—This three bedroom tiled roof WB home is built 
on a very large loamy site. Close to station only $8600. 


HOME SITES—ALTONA 
WE HAVE BEEN REQUESTED TO DISPOSE OF THE REMAIN- 
ING HOME SITES LEFT FROM’AN ESTATE. THESE ARE LARGE 
LOAMY SITES WITH BITUMEN ROADS AND ALL SERVICES, 
SOME FLAT SITES. CLOSE TO SHOPS, TRANSPORT AND 
SCHOOLS. OFFERS ACCEPTED, 






List your 
property 
with us! 





F oreshore 
Real Estate 


51A BLYTH STREET, ALTONA. 
Telephone: 65-8687. all hours. 


ALTONA.~-A well planned established BV dwelling in excel- 
lent order, contains three bedrooms, comfortable lounge room, 
kitchen and an outside flat. Both house and flat have all required 
amenities. This home is in outstanding position, Inspection thru 


gent. 7 
ALTONA.—If you are looking for a good buy inspect. this 
neatly established weather board dwelling. Consisting of three 
bedrooms, good size lounge room (24ft. x 13ft.), with wall to 
wail carpet, bright kitchen which would please any housewife. Also 
@ carport, neat garden and many other extras. ; 

ALTONA.—Well located weather board dwelling situated be- 
tween Esplanade and Blyth Street, only minutes to station, shops, 
beach and schools. Contains four nice bedrooms, large lounge, 
attractive family size kitchen. Would suit large family or ideal 
for investment as two flats. Inspection by appointment. FINANCE 
ARRANGED FOR SUITABLE CLIENT, 

ALTONA.—Over-looking golf links an established weather board 
dwelling comprising five rooms also interior toilet. Close to the 
beach, sport reserves and only minutes to transport, schools and 
shopping area. For inspection ring 65-8687. ; 

ALTONA.—A well established three bedroom brick veneer 
home. Would meet your every requirement, being amongst all 
top class brick and weather board homes and close to ail ameni- 
ties. For more information ring 65-8687. 

ALTONA,—Neat, established home situated close to school, 
transport, and only minutes from beach and shops. Contains good 
size bedrooms, a well equipped kitchen, large lounge and bath- 
room. FULL PRICE $11,000, : 

ALTONA.—Brand new two bedroom dwelling, $1700 deposit. On 
made roads, and paths. Contains lounge (24ft. x 14ft.), two attrac- 
tive bedrooms, kitchen, bathroom, interior toilet and many extras. 
BANK FINANCE AVAILABLE. Inspect now, call and see J. 


Redwood. 
LAND LAND LAND 
Good building blocks in the best positions. Prices range from 
$2200 to $5000. For more details ring 65-8687. 








HOUSES WANTED 


SELL YOUR HOUSE FOR CASH 
We have many buyers who urgently require houses in Altona 
and surrounding areas, 
IMMEDIATE INSPECTION 


‘ GEORGE & CO. PTY. LID. R.ES.1, 
314-9379, Peter Russell. After Hours: 68-3845, 35-6015. 












Jim Cairns, bowling well for 
Spotswood Imps., took two quick 
wickets to dismiss the openers. 
The Altona batsmen had to 
battle hard for runs and even 
though no one was able to get 
going each man contributed 
some small score and with de- 
termined batting, carried the 
score to 108. 


Joe Mildenhall batted well and 
just when he appeared to be 
settled in, he lost sight of a ball 
and was run out. 


Spotswood Imps batted and 
got off to a fair start, but they 
couldn’t get on top of the’ bowl!- 
ing of Dick Conradi, who 
bowled throughout the innings 
to finish with 8/39. 

Spotswood at one stage were 
6/46, but the tail end batsmen 
were able to carry the score to 
92, leaving Altona 16 runs ahead 
on the first innings. 

Altona had 30 minutes to bat 
before the end of play on the 
first day and just when Duckett 
and Goucher appeared to be un- 
troubled Goucher gave a catch 
to slips and Altona were 1/20, 
Ron Cook came in as night 
watchman and was out leg be- 
fore wicket for none, and Altona 
went to 2/29. . 

Joe Mildenhall batted next and 
Altona, finished the day without 
further loss. 

The second day started with 
Joe Mildenhall and Ray Duckett 
going along nicely picking up 
Tuns and in no trouble at all, 
when Mildenhall was unfortun- 
ately run out for 13 to make Al- 
tona 3/51. ~ 

Young Kevin Flett came in 
and batted with plenty of de- 
termination and put on a valu- 
able partnership of 43 before he 


.] was out bowled for 20. Altona 


were now 4/94. 

Barry Critchley, suffering from 
nerves, was beaten by a slow 
ball from Cairns and was out 
lbw for two. Max Stevens was 
run out before he could settle 
in and Dick Conradi was clean 
bowled for none to make the 
Altona score 7/105, 

Jack Blockeerus came in and 
another valuable partnership of 
38 was added before Blockerrus 
was out for nine and Altona 
was 8/143. 

Captain Ray Duckett scored a 
much needed 76 and with runs 
from the tail enders, Altona 
were all out for 153, leaving the 
Imps. 170 runs to get to win 
the match. 

Altona started sensationally 
when the big arm of Dick Con- 
radi, bowling the first over, 
clean bowled Bray with his first 
ball and he bowled S. Knight in 
the same over. Spotswood Imps. 
were 2/2, 

Ken Martin opened at the 
other end and had Vallentine 
caught for one. With these two 
bowlers going well Spotswood 
Imps. were soon 5/22. 

Dick Conradi was taken off 
for a well-earned rest and Ken 
Martin given a spell and then 
the Spotswood batsmen, with 
nothing to lose, started to hit 
out and pile on the runs to 
bring the score close to Altona. 
The seventh wicket stand be- 
tween J. Knight and N. Peel put 
on 50 runs. Dick Conradi was 
brought back into the attack 
and had Peel well caught for 


Jim Cairns hit out and scored 
22 before Darrel Goucher clean 
bowled him. Conradi, now very 
tired, bowled J. Knight for 46 


JUNIOR OFFICE GIRL 
16-17 YEARS 


required for filing and general office duties. 
@| | work varied and 


hours 8.30 to 4.30. 











interesting. 
For interview please ring 
secretary, R. Brown, 65-8201. 


MAURI EQUIPMENT (VIC.) CO. 
1 Baldwin Road, Altona. 
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Imperials 


Coming Events 





at the . 
and with the Spotswood tail ‘ : é 
enders throwing the bat at every 9; 
hing they finished up with 14 


runs—just 23 runs. short of Al- 
tona’s score. 

Great credit must be paid to 
the Altona bowlers, particularly 
Conradi and Goucher, for the 
way they fought it out to the 
very end. They were well sup- 
ported by Ken Martin and Joe 
Mildenhall. 


FOOTBALLERS NOW 
IN. TRAINING 


Altona had its first practice 
match last Saturday, held be- 
tween two sides from Altona 
Football Club players. Although 
the day was hot and windy, the 
players were keen to get into 
top gear, and the standard gen- 
erally was good. 

Two regulars in Mal ‘Tisdale 
and Jim Rielly, had an interest- 
ing tussle in the centre, both 
providing plenty of drive to their 
respective sides. Big John Pet- 
erson and Les Wenlock, opposed 
to each other in the ruck, were 
even on the day and both seem 
set for a bumper year. 

Austin Malloy was a_ busy 
rover, aS was his opponent in 
Barry Hogan, Phil McLean was 
positive and played with dash, 

A pleasing feature of the game 
was the form of Billy Thompson 
(up ,this year from the Under 
18's), a fast mover with a nice 
spring, Billy kicks either foot 
and has a lot of natural ability. 

Another player up from the 
Under 18’s to do well was Mike 
Allen, Keviry Murphy showed 
dash when resting in a back 
pocket. Newcomer Ron Prit- 
chard, stationed at full back, 
showed plenty of courage and 
broke up attacks with vigorous 
defence. 

The committee felt well satis- 
fied with the standard of a first 
practice match, . 

3 PRACTICES 

NEXT SATURDAY, at 2 p.m. 
practice match between Altona 
players. 

EASTER SATURDAY: No 
practice match. 

SUNDAY, APRIL 2: Altona 
will take two teams to Cattle- 
maine to play practice matches. 
The committee were fortunate in 
being able to arrange matches 
against this club, who play in 
the strong Bendigo League. The; 
departure time will be 9.30 a.m. 
sharp from Melletts corner. 

APRIL 8: Two practice games 
against Deer Park. First ‘one 
timed to start at 1 p.m. sharp. 
APRIL 15: Final practice game 
between sides selected from Al- 
tona players. 

APRIL 22: First home and 
home game, Altona v. East Haw- 
thorn at East Hawthorn. 


LOST 
WOULD any person who took 


apprentices two tool kits and 
spare tyre Saturday night or 
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Patrick's 
_ Day 
Dance 


This Friday, March 17 


8 p.m. to 1.30 am. NOEL FARRAR’S BAND 





$1 admission includes hot supper. 


ARTISTS —- NOVELTIES —- PRIZES 





SATURDAY, MARCH 18: 


CARD NIGHT. 














Bets ae fa ee 
391-4893 after 2 p.m——— FOR SALE OR TO LET 
antes eae i FACTORY — COBURG 
araahls, a David Beeet SULT LIGHT INDUSTRY 
Altona. —————-—|} 3800 sq. ft. 9-ROOMED DWELLING 
AWANTED TO eee (£10,500) $21,000 OR OFFER 
for sale. $150 deposit. Ring or rent $44 per week. 
=| TELEPHONE: 36-1386, 398-1132. 
a 
s ti 





WANTED URGENTLY. 


ALTONA AREA 
BRICK VENEER AND WEATHER BOARD HOMES 
BUYERS WAITING —IMMEDIATE INSPECTION 


F. & L. VESTA PTY. LTD. 
196 Somerville Road, Kingsville. 
Telephone: 314-7778, 
76 Pier Street, Altona. 
Telephone: 398-1666. 
After Hours: 314-5624, 8915. 
a 


Five-day week, 





